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p> THE 
PIEDMONT HOTEL, 
ATLANTA, GA. 


Warmed by 16,000 
sq. ft. AMERICAN 
Radiation. 
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W. F. Denny, 
Architect, 
Atlanta, Ga. 


Installed by 
B. A. Warlick, 
Atlanta, Ga. 
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AMERICAN RADIATOR COMPANY 


See Page 111 for Addresses of Sales Branches. 





General Offices, 282-284 Michigan Avenue, Chicago. 


GLAUBER 


CLEVELAND, OHIO. RAYMOND LEAD 


Stop That Hammering R= LIABLE CONNEC sits _ between Lead 


and Iron Pipe by using the Raymond Ferrule—the 
only Lead Ferrule on the market which has an extra 









BY USING ONLY 


“CGLAUBER’”’ PATENT thickness of lead over the shoulder, giving 
strength where it is needed and where other lead fer- 
POSITIVELY rules are weak. The genuine article bears our label, 





Non-Hammering Fuller Work | RAYMOND LEAD CO. 
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The CALOR 


‘A New and Complete Line 
of 


One, Two, Three and Four Column 


Radiators 


Made in all heights for 
Steam and Water 


Plain and Ornamental 





Holland Radiator Company 
38 Dearborn Street 


CHICAGO 





1WO COLUMN 








MALLEABLE IRON VISES, HARD- 
ENED STEEL JAWS—Fully Guaranteed 


E. HENDERER & GO., - - - WILMINGTON, DEL. 

















_ SAUN DERS the STANDARD 


The claim of many makers is: “As good as Saunders”. 
Get the standard at first by buying the Saunders tools. 





Our stocks and dies are light, strong and of superior design 
and finish. Send for catalogue. 


We make Pipe Cutting and Threading Machines to cut and thread up to 18 inches O. D. 


No. ¢-B. Pipe Cutting and Threading = [}, SAUNDERS’ SONS, 35 Atherton St., YONKERS, N. Y. 





REGULATORS 


ROSS VALVE CoO. 


STEAM 
WATER 





TROY. N. Y, 








INDEX TO ADVERTISEMENTS ON PAGE XXVI. 
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CRANE MALLEABLE IRON 
PIPE VISES 


The malleable iron pipe vise is preferable 
to the cast iron vise in every respect, being 
much lighter, more durable and cheaper. 
The Crane malleable vise has interchange- 
able cut steel jaws and is constructed to 
do the heaviest work, great care having 
been taken in manufacturing the various 
parts and the strength put where it is 





most required. 


WRITE FOR COMPLETE POCKET CATALOGUE 
NEW YORK SIOUX CITY 


PHILADELPHIA ST. PAUL 
MINNEAPOLIS 


aa CRANE CoO. a 


DU 
SALT LAKE CITY 





oT ian SPOKANE 
; SEATTLE 
MEMPHIS Cc H I Cc bs Ge oO PORTLAND, ORE. 
DALLAS SAN FRANCISCO 
KANSAS CITY ESTABLISHED 1866 OAKLAND 
OMAHA LOS ANGELES 





i STEAM BOILERS. RADIATORS. 


THEY GIVE COMPLETE SATISFACTION 
Send for tatest Catalogues 


GURNEY HEATER MFc.Coa., 


N-Y: BRANCH fff FirtH AVENUE, FRANKLIN STREET, 
New YORK: BOSsTORL. 


















“Flagg” Malleable Fittings 
“Flagg” Keystone Unions 
THE STANDARD SOFT METAL SEAT UNION 

















tHE EATON, COLE & BURNHAM oo. 


WORKS AND GENERAL OFFICES, BRIDGEPORT, CONN. 


MAKE AND SELL TO THE KNOWING 
STEEL, IRON AND BRASS VALVES AND FITTINGS 


ARE YOU IN LINE ? . WRITE FOR SPECIAL DISCOUNT SHEET ‘‘13’’ 
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BOYNTON 


THE FIRST BEST 














It's easy to say our hot air furnaces, steam 
and water heaters are the best—anyone can 
say that, but our record since 1849 warrants 
us in claiming superiority. 














Great variety and large stocks to draw on. 


The Boynton Furnace Co. 


147-149 Lake Street, 207-209 Water Street, 
CHICAGO NEW YORE ALWAYS THE‘/IBEST 


























WILKS HOT WATER HEATERS 











| For Heating 
| ae ——“ ag Water for 






Residences, 
Apartment 

buildings, 
Hospitals, etc. 













Steel Storage Tanks 








ORAWOFE Coon 


a ~ 
mA > £ 
ig eer ere ee ; < 'z 
~ =e =e Us SEND FOR OUR NEW CATALOGUE 
= —= aa a) 
~ ; j oa 
a 4 


S. WILKS MFG. COMPANY 


nd Shields Avenue CHICAGO, ILL. j 


35th Street a 





READ THE ADVERTISEMENTS 
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ALL THE TRADE 


SHOULD HANDLE 


The Powers Heat Regulators 








FOR 
Hot Air Furnaces 
Low Pressure Steam 
Hot Water Boilers 
Hot Water Tanks, etc. 


Simple Automatic Reliable 


The Money Makers 


THE POWERS REGULATOR CO. 


111 Fifth Avenue 
NEW YORK 


40 Dearborn Street 
CHICAGO 














Asbesto-Sponge - Felted 
SECTIONAL PIPE COVERING 


For high pressure steam, has no equal for 
efficiency. It is absolutely fireproof be- 
cause made of asbestos fibre, an indestruct- 
ible mineral. Not affected by motion, vi- 
bration or changes in temperature and will 
Save its cost in fuelalone in less than a year. 
Wears longest and gives better service than 
other similar coverings. 


Write nearest branch for booklet 


H. W. JOHNS-MANVILLE CO. 


Manufacturers of Asbestos and Magnesia Products, Electrical 
Insulating Materials, **Noark’’ Fuse Devices, 
Electrical Railway Supplies, Etc. 


New York Boston Pittsburg New Orleans 


Milwaukee Philadelphia Cleveland Kansas City 
Chicago St. Louis Minneapolis Los Angeles 
Litt'e Rock Seattle San Francisco London 
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PITTSBURGH VALVE 
8 FITTINGS CO. 





Manufacturers of 


FITTINGS, VALVES, COCKS, ETC. 
WORKS, BARBERTON, OHIO. 


Address all communications to the General Office, 
Frick Building, 


PITTSBURGH, PA. 





It’s Easy to Install 


The Honeywell 
Heat Generator 


Not so easy to tell all it does. 


Makes hot water jobs satisfactory 
if deficient before. 

Makes all radiators heat evenly 
and properly. 

Increases profits on hot water 
work at least ro per cent; saves 25 
per cent on labor. 

Puts the fitter ten years ahead of 
his competitor. 


LIST PRICES 
No. 1 for 1500 sq. ft. or less $15.00 
No. 2 for over 1500 sq. ft. 25.00 





Write for net prices and a sample. 


Honeywell Heating Specialty Co. 


WABASH, IND. 
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RAPIDITY 


EASE off MANIPULATION 


distinguish the 


Loew Pipe Threading Tools 





The “Loew Victor” Pipe Machine 


Is simpler, has fewer working parts, occupies less 
space and requires less labor to operate than any other. 

Dies can be inserted and taken out without removing 
face plate. 


STRONG. COMPACT, PORTABLE 
WRITE FOR PRICES 











The ‘‘Loew” Adjustable Die Stock 


complete with hardwood case.—Instantaneous 
adjustmeni; Dies held absolutely rigid; 
they can't slip. 


No.1—% tolin.- - - - = - 
éé a ade ¢ a. 2 . 4 ¥ 


— 


Try the ‘‘Loew” and you will never be without it. 


the Loew Mfg. Co., Cleveland, O. 








E have to emphasize the Armstrong Trade Mark so that our 
many friends may not be mislead into buying inferior goods 
labeled ‘‘Armstrong Pattern’’ when they want the Genuine 


Armstrong. Armstrong’s Stocks and Dies, Pipe Cutting and 
Threading Machines, Pipe Vises, Wrenches, etc., are the standard 
of pipe fitters and machinists everywhere. You should have our 
complete catalogue for reference. Copies free. 


The Armstrong Manufacturing Company 


284 KNOWLTON STREET, BRIDGEPORT, CONS. 











The Ideal Ghain 


Wrench 


Answers all requirements. Grips 
everything whether pipe or 
fittings. Chain always proper 
length. Illustrated circular free. 


KROESCHELL BROS. CO. 


47 East Erie Street, Chicago, Ill. 


ASK YOUR DEALER 















PIPE VISE... 


Especially adapted to 
Plumbers and Steam 
Fitters use. Made in 
Six different sizes and 
every Vise all right. 
Ask for the ‘‘Parker’’ 
and you get a good tool, 
Sold by jobbers. 


The 


Chas. Parker Co 


Factories: 
MERIDEN, CONN. 
Hew York Sales Roeme, 
32 Warren St. 
































Malleable 
lron Pipe Vises 


The most complete line of hinged 
frame malleable pipe vises made. 
All steel kit pipe vises. Open frame 
pipe vises. 


Jobbing Trade Only 


ERIE TOOL WORKS 











READ THE ADVERTISEMENTS 
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Better Results, Less Labor 





HOEFER 
Adjustable Pipe Threading Machine 
Made in three sizes 
ONE MAN EASILY WORKS IT. 


Will cut pipe to a standard taper. 
. Will cut over and understandard sizes. 
Will cut a running as well as a taper 
thread. Will cut all sizes of pipe with 
one set of dies. No changing of dies. 
No losing of dies. Will cut nipples. 


Send for Folder 


HOEFER MFG. CO. 


FREEPORT, ILLINOIS 




















Capacity 1 to,2.inéhes inelusive. 


The “Toledo” Pipe Threader 
IS DIFFERENT 


This is our No. 1 Machine. 


ONE MAN can EASILY thread any 
size the tool will take. And they don’t 
cost much. Ask your jobber about it. 


Send for descriptive catalogue to 


The Toledo Pipe Threading Machine Co. 


TOLEDO, OHIO, U.S. A. 











Strange, Isn't It 


That all men have to be ar- 
gued, urged, yes, even nearly 
coerced into salvation. One 
would think all would volun- 
tarily seek so good a thing. 


Equally 
Strange It Is 


that we have to urge, argue 
and even force men to use the 
‘““Nye’’ Die? One would 
think that all would be keen 
to get a die which cuts atwo- 
inch pipe with boy-power ° 
But perhaps you think we 
are lying? Then send fora 
sample and if it doesn’t do 
all we say send it back in 
ten days at our expense. 


NYE TOOL & MACHINE 


WORKS 


196-198 So. Clinton Street, Chicago. 
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Split 
the Stock 


took it to Chicago and now we’re em- 
| barrassed. Hathaway’s manager of 
| our Chicago Warehouse. He put up 
storage enough to take care of our 
great (domestic) Western business 
and, before we could cover his draft, 
the forge ‘‘was simply buried’’ with 
orders for things other than 





“Vulcan’’ Chain Pipe Wrenches, 
‘“‘Vulcan’’ Chain Pipe Vises, and 
‘‘the Williams’ ’’ kinds of Drop- 
forged Wrenches, etc. 


We're driving hard to get back to normal. 


J. H. WILLIAMS & CO. 


Superior Drop Forgings. 
Brooklyn, N. Y. Chicago, Ill. 


Hathaway 
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ave you considered the advantages 
in a DIE STOCK with DIES AD- 
JUSTED by hand, such as 
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: Threads go together just as desired. Over or 

S slightly under standard size always obtainable, no 

x difficulty in compensating for wear. Inquire of 

% 

© THE HART MANUFACTURING CO. 
: 19 WOOD ST., CLEVELAND, OHIO 
ee IN AAAI OTIS 











THE GAUGE ROD is so arranged that 
it positively prevents the tap from running 
against the shoulder or bottom of article 
being tapped, as it AUTOMATICALLY COL- 
LAPSES the chasers and thus permits the 
tap to be withdrawn without necessity of 
stopping or reversing machine. Can be 
made in all sizes, and is adapted to all 
kinds of special work. 


We will be pleased to furnish NET 
PRICES on application. 


We also make Murchey automatic nip- 
ple and pipe threading machines, and will 
gladly send our catalogue to those in- 
terested. 





The Murchey Patented Automatic Collapsing Tap 


will tap to the bottom of cast iron caps, or thread close to a shoulder. 





Kenneth Anderson Mfg. Co., 33-37 Atwater St., Detroit, Mich. 














READ THE ADVERTISEMENTS 
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Openings Full Size and Unobstructed 





Unions make up Absolutely Tight 





Best Material and Workmanship 





Carefully Inspected before Shipment 





Extra Heavy Pattern, Fine Finish 





RESULT: SATISFIED CUSTOMERS 











HOT WATER VALVE 


bah 


J. D. STEAM VALVE 





Catalogue ‘‘C”’ Mailedon Request 











THE OHIO BRASS COMPANY 
MAIN OFFICE MANSFIELD, OHIO, U.S. A. works 


NEW YORK OFFICE 108 FULTON ST. 






PHELPS BROS., New York ; H. E. JOHNSON, Toronto, Can. 
MURPHY-DUGGER-CLARK CO., Chicago GEO. A. HARWOOD CO., Pittsburg H. L. ASCHER, Los Angeles, Cal. 
W. P. HORN, San Francisco J. H. ASHBY, New Orleans F.L. SCOVILLE & CO., Ogden, Utah 



























You Dictate the Orders 


The Jobber and Dealer is the man who 
Should say how much of any article he 
should buy. We think we have no right 
to dictate how many valves you should 
buy, but we do think if we make our 
valves good enough they will make a 
market for themselves, and you will 
then be glad to buy them. Send us a 
sample order and see if we make good. 


The D. T. Williams Valve Co. 


CINCINNATI, OHIO. 
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Unusual. 


People who are used to paying extra for 
superior things are sometimes puzzled 
when told that the best steam heating 
system costs least to run. But the 


WEBSTER SYSTEM OF 
STEAM CIRCULATION 


being under perfect control, gives each 
occupant in mild weather as Jittle 
steam as he wants. This saves largely. 
Then it will circulate perfectly steam 
that has heat but no pressure. This 
saves still more. 

Write today for booklet 2 H, learn 
more, and spend less. 











WARREN WEBSTER 
& Co. 


7-410) 5 Pe 























Steam Radiator Valves 





All our valves have Full Water Ways, long Unions 
and heavy Coupling Nuts. Wealso manufacture Hot 
Water Radiator Valves, Gate Valves and Union Ell ows. 


PEERLESS HEATER & VALVE CO. 


DETROIT, MICH. 


























Hot Water Season 
Coming 


The water-backs and auxil- 
iary coils will soon be out of 
business and you must pre- 
pare to serve your customers 
with hot water heaters which 
are automatic, never off duty, 
limitless in furnishing supply, 
and cheap as to cost of fuel. 
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The Niagara 
Automatic 
Water Heater 


will be a great seller. 





Uses Natural or 


Artificial Gas. 
SEND FOR BOOKLET 


Hammond-Homberger Co. 


SILVER CREEK, N. Y. 














SAVE HALF THE FUEL 


bill of your 
customer by 
installing our 


“Tovincible” 


" Kelipse” 


Steel Heating Boilers 





Construction of best flange 
steel. Internally fired. Easily 
accessible. No brick work to & 
absorb heat units. No cast iron 
sections to crack. No joints to 
be repacked. Complete and 
ready to set up on leaving our 
works. Any kind or grade of : 
fuel can be successfully used. No boilers on the market so easily 
and readily cleaned. For catalog, prices, discounts and 
testimonials, address 


BURNS BOILER & MFG. CO. 


ESTABLISHED 1863. WEST DE PERE, wis. 
Write for our prices on Standard Fire Box and Tubular Boilers 


READ THE ADVERTISEMENTS 


+30 ee EP NS Ie 
. on cline tk a : iA Fi . 
~ 2 a by ee (aS St a aera 


DOMESTIC ENGINEERING x1 





New Style “Solid-Adjustable” 


Hand Stock 
“The Ideal Die Stock” 


THE BORDEN C2. 
WARREN OHIO 





Has dies reversible to thread pipe from either front or rear of stock. Dies built to 
give a shearing cut—like a lathe tool—ensuring an easier working, longer lasting die 
and sharper cut pipe threads. Set neatly and compactly in a handsome hardwood 
case, with handles so that it may be easily and conveniently carried from job 
to job. Has “‘solid-adjustable’’ dies. In every respect is a consummate accom- 
plishment of the die maker’s skill. It makes a workman proud of his tools—a 
stock that he cculd lay his hand to with the real joy of anticipated good work. 


Y% x 1 inch Stock 1 x 2 inch Stock 


price $5.00 price $8.00 





F. O. B. Warren. 


And we have other Stocks that it hurts us deeply to 
keep still about. May we tell you of them? Write us. 


THE BORDEN CO., WARREN, OHIO, U.S.A. 


812 Flatiron Bldg. 25 W. Montgomery Ave. Room 370—113 Adams St. 308 Cass Ave, 
NEW YORK CHATTANOOGA CHICAGO DETROIT 
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Famous Imperial Boilers 


ICKNESS in the 
house—Hot Water 
Needed — ‘‘ Turn the 
Faucet’’ and Hot Water 
comes — all you can 
use. In sickness or 
health the ‘‘Ruud’’ Au- 
tomatic Gas Water 
Heater fills the bill. 


MPERI AL 


Me ON 
hey as 
eee 
; et Greatest invention of 


the day — 100 gallons 
Hot Water for 10 cents 


OL 7 , 


ed 





(artificial gas). Call 


“IMPERIAL’ Vines me ce 


| : PITTSBURG, PA. 
We want every steamfitter to have our new catalogue of 


Imperial Boilers—and learn all about this wonderful line eo Branches in all large cities. 
of Sectional and Round Steam and Hot Water Boilers. a ES 

There are no better boilers made at any price. Send 

for catalogue to-day. : . - : : : 


Utica Heater Co. Utica, N. Y. 


Chicago Representatives, 
Chicago Heater & Supply Co., 56 and 58 Dearborn St , Chicago, Ill. 






















































Eight different styles of floor 
and ceiling plates ranging in 
Size from 3% inch to 8 inches. 
Carefully finished, all being 
coppered before nickeling. 








Send for catalog and prices without an Air Valve. Made in 
to the old original company. four sizes that will handle up to 
600 pounds of water per minute. 
Ghe Beaton @ Corbin Mfg. Co. mya Seen 


TRAP TROUBLE 


let me ship you one on trial, the 
trap will do the rest. 


B.JjJ. RYAN 


117 Walnut Street, DANVILLE, ILL. 


Southington, Conn., U.S.A. 
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THREE IN ONE|** Primo” 


Combination l and 3 Wheel 


==—>|/PIPE CUTTER 


The Bullard Automatic 


is a pipe wrench that never yet has 


met defeat, a monkey wrench when ; 
et : Gold Medal, St. Louis Exposition, 1904 
you want one, or a ratchet wrench 


when you can’t get a full sweep. All 

















NO thread in handle bearing to wear, therefore outlasts others. 


three forms of service are met by this Case-hardened interchangeable nut used instead—-easily replaced. 
wonderful wrench. It gives a sure Makes a smooth cut. No filing necessary. 
grip without cramp or wedge. It never The two rolls keep the cutter straight and remove burr. 


Maie into 3-wheel cutter, by substituting wheels for rolls. 
Sold by representative dealers everywhere. 
Catalogue No. 42 sent free. Write for it. 


slips. It has instantaneous adjustment. 
Ask for the free ‘‘Wrench Book’’. 


Bullard Automatic Wrench Co. Crimont Mfg. Co. 


Office & Factory: 257 W. Exchange St., Providence, R. I. 
ie . 55-71 Amory St., Roxbury, Mass., U.S.A. 

















Your Experience ||Hanna Ball Joint 
Pipe Hanger 


tells you that it is not an un- 
usual thing for a fitter and his 
helper to work one whole day 
adjusting a line of pipe on 
which the hangers cost less 
than $2.00. The combined 
wages of these two men is at 
least $5.00. Had they used 
the Collins Hanger (the one 
shown there at the left) that 
line of pipe would have been 
adjusted by one of them in less 
than five minutes. Thus you 
see, the time they would have 
saved amounted to consider- 





SIMPLEST 











MADE OF MALLEABLE IRON, 
CARRIED IN STOCK AND FOR 
SALE BY ALL SUPPLY HOUSES. 


ably more than the cost of the 
hangers. If you have never 
tried the Collins Hanger, do 
so now. Its the best hanger 
for you ever made. 





STRONGEST 














The Penn Engineering 
Company 


Philadelphia, Pennsylvania 


Collins Manufacturing Company 
126 First Avenue, Pittsburg, Pa. 
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AUXILIARY HEATING SECTION. 


ii; also in use for heater for utilizing exhaust heat of gasoline engines. 
Anderson-McCutchen Co., Peekskill, N. Y. 








IT’S A PERFECT CASTING NOW 


Castings are quickly and permanently made perfect with “Stick-To’’ 
Cement, See last week for picture of this casting fu'l of blow-holes and 
defects. All gone now. Ask for sample. 











Erwood Swing Gate 


PATENTED 


is adaptable for all classes of service 

**Back Pressure’’ Automatic Relief— 

Self-cleaning Check and for Pump Ser- 
vice generally. 


























ILLUSTRATED CIRCULARS SENT ON REQUEST 


The ERWOOD BLOW OFF VALVS& is adaptable for all duties on Land and 

Sea—**A Duplex Positive’’ in name and usefulness—it is a class by itself. 
-MANGANESITE PASTE-—A substitute for Sheet Rubber-—-Valuable for 
making up all thread and flange work—also Bell and Spigot Service. 


WILL CUT DOWN YOUR PIG LEAD BILLS. 
WALCH & WYETH, Sole Mfrs., 87 E. Lake St., CHICAGO 











THE A. WILHELM COMPANY, Readings, Penn. 








BEFORE 


you place your orders for steam 
i or hot water radiators, get our 
| prices. Weare making a very 

A 


fine quality of goods and the con- 
A ditions under which we work are 
# such that we can quote very low 
prices. 


4; The Reynolds Heater Co. 
An] WARSAW, IND. 
35 Dearborn Street, Chicago. 


















JOHN GC. KING & COMPANY 
**THE ROOKERY’’ CHICAGO 


NEW YORE STOCK EXCHANGE 
Members: CHICAGO STOCK BXCHANGE 
CHICAGO BOARD OF TRADE 
Make a Specialty of NEW YORK OFFICE 
Unlisted Securities. 7 WALL STREET 





Open every business day 8a.m,to5p.m. FREE 


If you have anything you wish to show to the 
Building Trades, Architects or the Public, place it in 


THE BUILDERS’ EXCHANGE PERMANENT EXHIBITION 





For Particulars write the Superintendent 
810 24 South 7th Street, Philadelphia, Pa. 


— 





SEND FORA 


Free Sample «Tripp's Pipe Joint Compound 





"Phone Main 1598 


THE ALAN H. TRIPP GO. 


118-120 Michigan St., Chicago 











READ THE ADVERTISEMENTS 
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Will You Write Us Todaype 


Nearly all plumbers 


know the great advantages of handling 
our very complete line of instantaneous 
water heaters. We want all the trade 
there is,—for our product deserves it. 
Write today’ for full particulars. — 


Here are 
three 
points: 


1. Our simple improved 
pilot lock, a part of the 
gas valve, makes it im- 
possible to open the gas 
until the pilot is turned 
on, insuring the lighting 
of the pilot first, making 
an explosion impossible. 





—~ 
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Pilot handle open, gas valve unlocked. 2. In our new combin- 
ation shelf and burner by unscrewing ONE NUT all the water-heating parts of 
the heater can be removed instantly, uncovering burners for inspection or adjustment. 


3. Look at the air shield E, at the base of each burner; this assists in preventing the gas from lighting back, and acts 
as an air inducing chimney, forcing more air into the flame, improving combustion and giving a hotter flame. 





Pilot handle closed, gas valve locked. 


Our Beautiful ‘‘Luxury of a Bath’ Booklet tree. 


HUMPHREY COMPANY, - - Kalamazoo, Mich. 
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Seven Very Good Reasons 
Why 


Blue Blood Sheet 
Packing is the Best 











Will be sent on application. 


If you have some place where some other packing has failed to give satisfaction, try 
Blue Blood and you will use no other afterward. We challenge any packing 
ever put on the market. A trial order will convince anyone that it is the toughest 
material for packing ever made. 


Write for ‘“‘Seven Keasons’”’. 


We supply BOILERS. RADIATION. 
STEAM and PLUMBING GOODS 
for the yob complete. ° 




















FOR 


Quick Shipments 


Send Your Orders To 


si fe a @ 2 oe a Od 2 2 OL Oe 


NEW YORK PITTSBURG ST. LOUIS DENVER 
CriCAGO SAN FRANCISCO 





READ THE ADVERTISEMENTS 
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You Owe It To Yourself 


to know how many heat units are saved 
to your customer by covering his steam 
and water pipes. You will be called this 
month to make many repairs to heating 
plants being closed down for the summer 
season. You should talk pipe covering 
to the owner of every one. Why: 

1. Because pipe covering will save 
his fuel and perhaps be just the stimu- 
lant which will make his lame plant do 


sood work. 


2. Because it gives you a chance to 





do more business and make more profit. 





If we could impress upon you the desirability of 
building up business we would be your best friends. 











Send for a full line of free samples and prices. 


NORRISTOWN COVERING CO. 


NORRISTOWN, PA. 


Representatives of the Norristown Covering Company 


E. Curtis, Boston, Mass. George W. Carson, Baltimore, Md. 

Phelps Bros., New York, N. Y. Wm. J. Tucker, Atlanta, Ga. 

Armstrong Cork Co., Pittsburgh, Pa. John R. Livezey, Washington, D. C. 

John R. Livezey, Philadelphia, Pa. Chicago Heater & Supply Co., Chicago, Ill. 
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1 THermostatic Varve) 
TO STOP STEAM. 


: CHECK VALVE, 
ae HOLD en 


x oe WATER.. 














“a s “Air a for Steam Plants 






does away with old- 
styl2 steam piping 
systems, spluttering, 
ill-smelling air valves, 
knocking and pound- 
ing in pipes; gives 


- youall the good points 


of a vacuum system 
with none of its weak 


points; insures the. 


same quietmess as a 


‘hot water job; does 


away with hissing, 
pounding and bad 
odors; any radiator 
valve can be ¢shut 
down to desired point 
to regulate heat; all 
radiators heat at 
Same time and ex- 


actly alike, and can be regulated for any weather. No royalties. Made in 5 sizes for jobs from 1,000 feet of radiation (or 
less) to 12,000 feet. Send today for circular and price-list and learn about the latest development of scientific steam heating. 


IDEAL HEATING COMPANY, Oskaloosa, Iowa 


























dhe Next Stev 
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Main Gffice: 








Just as certainly as the stove was an improvement on 
the fire-place, the warm-air furnace an evolution of the 
Stove, and the steam heater a great advance over the 
warm-air furnace, just as certainly, we say, will 


District Steam ACeating 


be the next step in the science of heating. It is practicable; 
eminently attractive to capital, because it meets the 
world’s demand for something better. May we send 
you our free booklet on ‘‘District Steam Heating’’? 
It is the best thing yet published on the subject. 


American District Steam Co. 


Gockport, N. \). _ Western Gffice. Monadnock Bladg., Chicago 


READ THE ADVERTISEMENTS 


; 
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STOP! LOOK! LISTEN! 


The Prudential Boiler 
IS A SQUARE DEAL. 

















Do not let the season 
90 by without giving 
us a show to prove it. 
Write and tell us your 
wants. We want your 
trade. Seer - - - 





THE PR TEAL HEATING COMPANY 


AKRON, OHIO. 


ee 34 
La 











Sees ooogeannt 


OUR CASE PROVEN 


is 
= 


SWADKINS 


ae Reducer 





NOTICE 





In so many apartment buildings have we demon- 
strated that it is economy to heat the domestic 
qwater-supply and burn the garbage at the same 
operation, that the wonder is not that we have 
received so many orders, but that thereisasingle | & ) 
progressive profit-making plumber and fitter who <i na ee sa 
natant written us for our free descriptive book. W bh ww W A i K I N ~ 


Fulton Street hicago, Ill. 


HERBERT BOILER COMPANY 
240 Root Street, ~~ Chicago, Ill. 
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READ THE ADVERTISEMENTS 
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GEO. B. LIMBERT & CO. 


49 FULTON STREET, CHICAGO 


Pipe, Valves, Fittings, Tools 
and Steam Specialties 





We are jobbers of pipe valves and fittings and our 
large stock enables us to fill orders immediately upon 
receipt. If youare not familiar with our housea post- 
al will be answered by a call by our representative, 
or a general catalogue willbe mailed you uponrequest. 


























Unconditionally 
Guaranteed 





Sent On 30 Days’ Trial 


TO ANY PLUMBER 


IN THE UNITED STATES OR CANADA 


Any Water 







Any 
High 


I WILL SEND YOU ON RECEIPT 
Pressure 


OF PURCHASE PRICE, ONE 


‘‘No Leak” Regulator 


on 30 days’ trial, under any hydrostatic conditions 
known to exist in either country. If you find the valve un- 
satisfactory in any way, | will not only refund your money, 
but I will also pay you for all your expense in 
material and labor caused by putting the valve in and taking 
it out. The Regulator to be used on water service only. 
This shows my confidence in my product. Send | | 

me your order today. de 


Any 
Varying 
Pressure 











Hugh Merrie, Cincinnati, O. 
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NOTHING 
ELSE 
LIKE TT 


This swinging valve has a rod with straining cylinder at 
end, held near the surface by a float. Placed in a well or 
cistern itinsures pure aerated and oxygenated water being 
drawn by pump instead of the impure, sluggish water at 
bottom. Also used for certain chemical operations where 
liquor to be drawn is well above precipitated matter. 





Write for circular and price 


APPLETON MEG. & PLATING Co., APPLETON, WIS. 
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We Give You The Goods: 


A Two Years’ Guarantee 
Goes with Every 


, BUCKEYE WATER LIFT 


STOP! LOOK! LISTEN! 


The ‘‘Buckeye’’ is made of the best 
quality of bronze, with the cleverest 
workmanship; cylinders are separate, 
keeping hard and soft waters from 
mixing; plungers are cushioned, preventing water hammer; but one set of stuffing boxes, 
and easily got at from outside; strainers on each inlet; valves can be taken out without 
taking the Lift apart. Buckeye Lifts are simple, efficient and absolutely reliable. 
They are perfectly noiseless, and are attractive in design. They satisfy. Send for our free 
book on Water Lifts. 


BUCKEYE PUMP & MANUFACTURING COMPANY 


COLUMBUS, OHIO 

















READ THE ADVERTISEMENTS 
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San Francisco 


has been destroyed but 
A New and More Beau- 
tiful City 


is in course of reconstruction. | have had 
ten years’ acquaintance withthe Hardware, 
Manufacturing and Plumbing Supply inter- 
ests of San Francisco and WANT THE AC- 
COUNTS of MANUFACTURERS who 
may wish to take advantage of the great op- 
portunities for business which will arise 
here during the next few years. GOODS 
ARE ALREADY IN GREAT DEMAND. 
ACT QUICKLY. Send best prices and 
particulars. References exchanged. Address 


JAMES HAMBLY 


Manufacturers’ Agent 


Slip Nipples 


ZINC COATED STEEL 










Rust-proof; impervious to distilled water; not affected by 
electrolysis; all true to size; elastic; adaptable to varia- 
tions in boring castings; for connecting RADIATORS 
AND HEATING BOILERS positively best method 
known. SAMPLES FREE to interested persons. 


The Pratt Chuck Co., Frankfort, N. Y. 


























855 Franklin Street, Oakland, California 
BELL WASHER C. N. HOOPER, Dubuque, Ia. 
VITREOUS ENAMELING 
wearer Annes Bull will be stomped “The Bea TECHNOLOGIST 
in future. Samples sent by mail. Made only by 
ANDREW BELL Designs, builds and starts new plants. Improves quality 
375 Market St. NEWARK, WN. J. | and reduces the costs in those already established. 

















TEST SAMPLE FREE, 
Upon request we will send a free sample of 


2 DIXON’S GRAPHITE! 


PIPE JOINT COMPOUND. 


PLEASE MENTION THIS PUBLICATION, 


__JOSEPH DIXON CRUC'BLE CO., Jamey Gay, He Jo 





























Boss-Mitchell Co. 


724 Gates Avenue 


su Sarat, DATES EL ECTRI FANS” 


a 9, == ails ELECTRIL FANS 












FIBRE, PASTE- 
BOARD AND 


FELT ‘ FOR =a A/ 
- WATER W er Ns, 
Y AND OIL FOR DESK +e PF 
mY MECHANICAL USE <5 sagopa oneoase xa 


Send us samples of sizes you use 
and we will quote you prices. 
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E ordinary pipe hanger must be adjusted before the fittings are 

connected to the pipe. If it is later found that the weight of 
the fittings causes the pipe to sag, necessitating more hangers, they 
cannot be attached without disconnecting the pipe. 

The Western Expansion Pipe Hanger, here shown, avoids this 
trouble. These hangers can be attached at any time. You can runa 
line of pipe by making use of temporary supports, and when in proper 
line the hangers may be adjusted. They are simple and inexpensive. 








Send for Specialty Catalogue No. 1, describing this and other im- 
provements. If you enclose ten cents to help pay shipping charges, 
a sample 1" Western Pipe Hanger will be sent you without charge. 


WESTERN TUBE CO., Kewanee, Illinois | 


The Amount of Space | 


a radiator will occupy in a room is worthy of consideration 











| 





4 


<e 


This cut shows the relative size of 
the KINNEAR and cast iron radiator. 

The amount of heat each will de- 
liver is the same. 

Yet the KINNEAR occupies only one- 
half the space and weighs one-fourth 
as much. 

Every radiator guaranteed. 
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SEND FOR NEW CATALOGUE No. 6. 


Kinnear Pressed Radiator ompany 


BAILEY-FARRELL BUILDING 
PITTSBURG, PA. 


NEW YORK: Flatiron Building. CHICAGO: First National Bank Building. 
INDIANAPOLIS: 435 State Life Building. LONDON: 19-21 Tower St., Upper St. Martin’s Lane. 
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Aren’t you glad that you are an American citizen? 
The magnificent response which the American people have 
made to the demands for relief for their stricken fellow- 
citizens in California challenges the admiration of the 
world. It is not a sign of weakness to admire good in 
ourselves. The whole-hearted generosity of this people 
as expressed in the magnificent and instantaneous gifts 
which have been started toward our unfortunate friends, 
certainly cannot but make us feel that the hidden springs 
of human action are pure at their source and respond in- 
stantly to good impulses. From one letter received this 
morning, we may quote: ‘‘If your communication, the 
first received from our eastern friends, is a sample of the 
treatment we shall receive from others, we shall be able 
to carry on business as before.’’ San Franciseo must in- 
deed feel glad that she belongs to the sisterhood of Ameri- 
can cities, and the plumbing and heating trade can be 
proud of the part it has taken in the relief of its western 
friends. 

* ¥* * 

Professor John R. Allen’s contributions to heating lit- 
erature, made for ‘‘ Domestic Engineering,’’ have always 
been received by the trade with great interest. We are 
glad to publish in this issue the first installment of an 
additional series of articles from his gifted pen. This 
first article deals with ‘‘Radiator Connections,’’ and with 
its beautiful and numerous illustrations will cover this 
subject absolutely. It is this practical sort of literature 
which we believe our readers appreciate, and which makes 
‘*Domestic Engineering’’ very valuable to them. Save 
your papers! 

* n * 

J. M. Robb, of Peoria, Ill., is a man who has had ample 
experience in the plumbing, gas and steam fitting busi- 
ness. He has recently been connected with the Peoria 
Gas & Electric Company, but he still maintains an intense 
interest in the retail end of the business. We hope to 
present a number of articles from him which will be of 
great use and interest to our readers. This week we 
print some practical rules upon ‘‘Gas Piping in Houses,’’ 
and this will be followed by other articles by Mr. Robb 
upon gas fitting, which we are quite sure will be ex- 
‘tremely useful. Save your papers! 


* * # 


Are you reading Mr. Hoyt’s articles on ‘‘ Vacuum Heat- 
ing’’? Mr. Hvyt accomplishes results in ways which are 
unorthodox. The trade should be quick to respond to 

















any new methods of heating which may be suggested, and 
if any man has ways of accomplishing results which are 
better, by means which are more economical, even if his 
practice does not agree with the ‘‘rule of thumb’’ to 
which one has been educated, his contribution to the sub- 
ject should be tried out. If wrong it should be con- 
demned, 1f mght, adopted. 
* * + 

There are many ways in which ‘‘Domestic Engineer- 
ing’’ ean be used by the intelligent reader. Leaving it 
in its wrapper thrown on top of the desk is a slovenly 
habit, and any subscriber of ‘‘Domestic Engineering’’ 
who does this, would better advise us to stop his paper. 
The plumber and steam fitter who says he is too busy to 
read, is making a confession which in the light of present 
business methods condemns him. No man should be too 
busy to know what is going on in the business by which 
he earns his living. Not only should the reading columns 
be earefvily scrutinized, but its advertising pages should 
be just as keenly scanned. This paper is different from 
most others in that it does not print descriptions of manu- 
factured articles in its reading columns. We-give nothing 
but’ genuine news and original technical matter, and if 
, you want to know about new devices for improved plumb- 
ing and steam and hot water heating,’ you should consult 
the advertising pages. Write the advertisers, mention 
‘Domestic Engineering,’’ and get all the printed matter 
possible. Your after dinner smoke will be much more 
enjoyed if accompanied with a good brain stuffing. 

F 29 ' e- es 

One of the things we lose in this generation of associ- 
ated effort, is individuality. We belong to the retail asso- 
ciation and have to do business in accordance with its 
rules. We belong to the wholesalers’ association, and are 
obliged to obey the dictates of the executive committee. 
We kelong to the manufacturers’ association and we are 
obliged to do business along certain lines. We belong to 
the union of journeyman workmen and we are obliged to 
adhere strictly to stated rules. There is a danger that 
individuals will cease to express themselves. The ten- 
deney to be characteristic, to be your real self, to express 
something different from your neighbor, is being lost. 
What people admire, what they condemn in you, is your 
individual expression. Give it a chance to grow better, 
to become more intense, and if you have to announce 
yourself, as our friend from Georgia, ‘‘Watezs, the green 
plumber,’’ do it, and do not be ashamed of it, but be 
something different from the other fellow. 


Spe iN MERE IE i tint gt 2 i 


oe 
we le ea Ae 
» _ Sige ym y f 


BER ES A ar oS ny 


aR EM RAE Sith 


aa eR aN eer rt 


voi sibeaiaile aan tie 


Anew) 


nae 


BS iat 
Lee m4 
as 

4 
age 
aoa 
f 
Ps 





3 ps = a eee ee ES EO Ie pare ge oer ae te Shee ioe Cal eae mi itn owt 
ise Y thence oh vi ¢ Faas 8 2p oo Lived Yoke way. Sern ni me, a ila Se i - 2 ee er et sy 
be MITA Seep einai dh nelle se ail. horedes +o gine’ cf re : seh ap vib a pn 35 thas Sa TS ae hh igre OER 


* 


bo li a si Re | ly ee 
ae aT ONS Ey. 
- = “1 


xxiv DOMESTIC ENGINEERING 














Plain and 
Fluted 
Radiators 


Our variety of Radiators 
cover every possible 
want. 
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COME tere. Sande eS ee 


Two hundred kinds to choose 
from. Get our catalogue and 
discount sheets if you have not 
yet done so. Prompt shipments 
from four different points. 





THE J. L. MOTT IRON WORKS 


Boston New York Chicago 




















There are radiators and 
there are radiators, but 
there is only one line of 


Triton 
Radiators 


‘‘Imitation is the sin- 
cerest flattery.’’ 





Let us tell you more about TRITON RADIATORS. Write for catalogue. 


UNITED STATES RADIATOR COMPANY 


Dunkirk, N. Y. 


BRANCHES: NEW YORK WASHINGTON MINNEAPOLIS 





READ THE ADVERTISEMENTS 
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Weekly: $1 a Year. 


Chicago, Saturday, May 5, 1906. 


Whole No. 699. Vol. XXXV. No.5. 
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This is going to be a busy year. Every expression of 
opinion from our readers points to the fact that never 
were they more busy than now. If you work hard this 
year you ought to plan to take a rest. One of the most 
fascinating ways is to go fishing. A good plumber makes 
the best fisherman in the world and with a congenial 
companion or two you should plan to have a camp in the 
woods on the bank of some quiet lake where you can sleep 
under a tent and enjoy ‘the: unparalleled delights of a 
vacation in which fishing forms the principal feature. 
‘‘And O for the smell of the good brown earth, where 

pine and pasture meet! 
And O the starry wonder of the bloodroot at our feet! 
The lilting note of the veery, the bluebird’s tender call, 
And the leaping lights of the river above the rainbow 
fall! ’’ * * * 


Have you given a contribution to the California relief 
fund? Jf not, you do not know how much more of a 
fellow you are than you think you are. Loosen your 
money bags, make a generous contribution to the relief 
fund, and you will have a reason for existing and getting 
chesty. * * * 


Unless you are a top-notcher salesman, and have learned 
the intricacies of the gentle art of selling goods, you 
should read with care the arguments published this week, 
‘which aim to sell a $30 water-closet when a man thinks 
he only wants to buy one which costs $15; while this is a 
specific case of selling a water-closet, the principle obtains 
with all other plumbing and heating material. Next week 
you will find the lesson in salesmanship will teach you 
many things about selling a low-pressure gravity return 
steam heating system. Save your papers. 


Riser and Radiator Connections 


This Article Deals:with the Advantages and Disadvantages of 
the Commoner Forms of Connections Used between 
Risers and Radiators. 


By JOHN R. ALLEN, 
Junior Professor of Engineering, University of Michigan, 
Ann Arbor. 


af HE RE are a great many forms of 
connection used between the radiator 
and the riser to which it is connected. 
Each of these different forms of con- 
nection has its advantage and disad- 
vantage, which must be considered in 
I Sx using any particular type of connec- 
NRE casks ke tion. Figures 1 to 7 deal with single 
te iS 4 “ary pipe work. 








Fig. 1 is the simplest form of connection. Its 
advantage is that it is short, simple and drains 

















FIG. 1. Simplest form; short; drains easily, but does not allow for 
expansion of riser. 


easily. The disadvantage of this form of connec- 
tion is that it does not allow of any expansion. 
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Expansion of the riser would lift one end of the under the pipe and it is difficult to sweep this dirt 
radiator off the floor and in all probability produce out. The connection shown places the horizontal 
a leaky joint. pipe in the joist space. The long horizontal pipe 

Fig. 2 is a similar form of connection, but the 
connection between the valve and the riser is long 























FIG. 4. Similar to Fig. 3, with position of radiator changed. 


under the floor allows a certain amount of expansion 
due to the spring of the pipe. On the whole this is a 
desirable form of connection. Its principal objec- 
tion is that it cannot be easily reached in case of 
accident. The most common trouble with such 








Fi€:.2. Horizontal connection long enough to care for some expansion of 
riser by the spring of the pipe. 


enough so that a certain amount of expansion can 
be taken care of by the spring of the pipe which 
connects the radiator valve and the riser. 

Fig. 3 is a very common form of connection used 
in residence work. The advantage of this connec- 
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FIG. 5. Sometimes used on upper floors; horizontal pipe exposed below 
ceilings is ah objection. Will do for store and undecorated rooms. 











FIG. 3. Desirable, clean, but floor must come up when the trouble-man connection is to have a sand hole in the elbow. 
scy Of course to repair this it would be necessary to 
tion over the connections shown in Figs. 1 and 2_ take up the floor. 
is that where the pipe passes over the floor there is Fig. 4 is practically the same as Fig. 3, the po- 
always opportunity for dirt to collect around and sition of the radiator being changed. 














DOMESTIC ENGINEERING 97 


Fig. 5 shows the arrangement of radiator con- 
nection in which the horizontal is dropped down 
under the ceiling of the room below. This con- 
nection is sometimes used on upper floors. The 
objection to it, however, is that the horizontal pipe 





FIG. 6. Used in office buildings; gcooi form for fire-proof buildings. 


coming just below the ceiling is very unsightly, 
and it should be used only where the horizontal 
in store-rooms or through un- 





pipe is exposed 
decorated rooms where such pipe would no: be 
objectionable. 

Fig. 6 is the plan of a connection very commonly 
used in office buildings. The connection is made 




















FIG. 7. Commonly used in residence work; where first floor radiators 
ae fed from main in cellar. 
from the riser to the radiator, passing the pipe be- 
vond the radiator and using a corner valve where 
the radiator connection attaches to the radiator. 


The principal objection to this arrangement is that 
it throws the radiator out some distance into the 
room and it is very difficult to sweep around the 
connection so as to keep it clean. In buildings of 
fireproof construction and where a large amount of 


expansion is to be taken care of, this is probably, 


the best form of connection to use. 

‘ig. 7 shows a connection similar to Fig. 5 for 
first floor radiators. It is customary in most build- 
ings to connect the first floor radiator directly to 
the main and not to a riser. 
commonly used in residences. 


This arrangement is 

The connection is 
such that we have very easy turns and a very 
slight resistance for the passage of steam into the 
radiator. It is particularly desirable where the 
system is operated at a low pressure. 

All the previous figures have dealt with the use 
of single pipe connections. 


(To be continued.) 





Gas Piping in Houses 
By J. M. ROBB, Peoria, Il. 


From a pamphlet entitled “Instructions for Gas 
Distribution Employees’ we quote the following 
paragraphs: 

Sizes and lengths of pipe and greatest number of 
three-eighths inch openings allowed: 


Greatest Length Greatest Number of % 


Size of Pipe Allowed in. Openings Allowed 
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If above lengths of pipe are exceetled, use next 
larger size pipe. 

Do not run pipe smaller than 3”. 

Risers must not be less than 34”. 

Run gas pipe supplying storerooms full size up 
to last opening. 

Locate risers so that meters will not be placed in 
coal holes, under the decks of windows, on outside 
basement walls, nor exposed to extreme heat (as 
near furnace or steam pipes), dampness, frost, or 
where they are likely to be damaged from any 
cause. 

Risers must also terminate where meters will be 
easily accessible. 
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In flats or buildings containing two or more 
flats, or stores, where no meter rooms can be pro- 
vided, terminate risers so meters can be set in 
the basements of the respective premises to be sup- 
plied, but arranged so as to require the least amount 
_of service extension to reach them. 


When two or more risers are run to meter 
rooms, they must be spaced not less than 15 inches 
or more than 24 inches apart where meters are to 
set. 

Extend all risers to location provided for meters. 

Run all risers in inside walls, where they will 
be protected from frost. Vestibule walls shall be 
considered outside walls. 

Risers must not extend through basement ceil- 
ings more than 1” and then must be run in such a 
manner that furnace pipes, etc., will not prevent 
their being extended to meter locations. mae 

Properly grade all gas piping to drip to risers 
and securely support it with braces, straps, gas 
hooks or hangers, to prevent sags or pockets. Every 
horizontal pipe must be securely supported at points 
spaced not over 10 feet apart for pipes 34” and 
larger and not over 6 feet apart for 33” and 2" 
pipes. 

When building conditions make it possible to 
avoid trapping a gas pipe, set a tee with a nipple 
and cap, for a drip, at the bottom of the trap and 
so arranged that it will always be accessible to re- 
move condensation. 

Take especial pains to remove the burrs left on 
the inside of gas piping by the cutting off tool. 

All drops left for lights must be arranged and 
secured so they will not screw out when fixtures 
are taken down. They must project at least one 
inch and not over 2% inches beyond the plaster 
and they must be rigidly secured either to the floor 
joists or to cross pieces nailed between joists. 


Every drop must be tried to insure that the thread 
on it is straight and the drop secured so that the 
fixture attached to it will hang plumb. 


Side lights must be supplied from risers run 
from pipe run in floor below lights, not dropped 
from above, except in case of basement lights. 
Every side light must be so rigidly fastened in 
place that it will not work loose with the use of 
the fixtures attached to it. 

Do not run gas piping on bottom of floor joists, 
where it will be plastered in, unless the flooring is 
to be laid double thickness, with the first thickness 
laid diagonally across the joists. 

Arrange the piping so that all notches necessary 


to be cut in floor joists will come near points where 
joists are supported. 

Be especially careful to arrange your gas pip- 
ing so no broken pipes will be likely to result 
from any settlement of the building. 

In remodeling or extending old gas piping, make 
connections to make sizes and lengths correspond 
with tables given. Do not make extensions from 
small pipe. If necessary, run new riser from meter. 

Run all gas piping for fuel apparatus independ- 
ently of piping for lights, carrying a separate riser 
to the meter location, so that a separate meter may 
be set to register gas used for fuel, if necessary. 

OLD HOUSES. 

Arrange piping so that as much of the job as 
possible, can be run in between joists and parallel 
to them, so that the least possible amount of flooring 
need be taken up. 

Carefully remove flooring to open pockets where 
each drop is to come. If necessary to prevent split- 
ting, saw off tongues with compass saw before at- 
tempting to take up floor boards. Saw across floor 
boards only at joists and make saw cuts with a long 
slant, so that top of cut will come in center of 
joists, while bottom of cut will just clear its edge. 
Then when floor is replaced, if pasteboard is used 
to fill the space left by the saw cut, no complaint 
will arise from loose boards. 

Be careful in cutting holes in plastered ceilings 
and walls, to arrange them so that the ceiling or 
wall plates of fixtures will cover when the work is 
completed. 

All drops and pipes for side lights must be rig- 
idly fastened into place. 

If the side light piping cannot be secured with- 
out removing more plaster than the wall plate will 
cover, hold the piping in place by using a large flat 
wall plate and a piece of casing on the nipple which 
comes through the wall plate, with the casing cut 
long enough so that when the bracket is screwed 
tight it will clamp the gas pipe tight to the lath 
and plaster. ’ 

Unless the consumer orders otherwise, hang gas 
fixtures in dining room 6 feet high from bottom of 
fixture to floor; in other rooms 6 feet 3 inches; in 
halls 6 feet 6 inches; and all side lights in bed 
rooms 5 feet high, in halls 6 feet high. 





The danger of sending telegrams is shown in the fol- 
lowing story: A member of Parliament was to have made 
a speech at Derby, and being unable to do so because the 
heavy rains had destroyed the branch railway sent a tele- 
gram as follows: ‘‘Cannot come; washout on line.’’ In 
a few hours the reply came: ‘‘Never mind; borrow a 
shirt.’’—New York Tribune. 
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Remodeling Railway Station Plumbing. nickel-plated trimmings. The fixtures are adaman- 
tose porcelain ware throughout. 
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FIG.2. Roughing in of closets < nd urinals. 





is wainscotted six feet high with white porcelain 
brick. The five stalls, each of which is four feet All supplies and wastes from the fixtures are 
six inches deep, are of white Italian marble, with entirely outside behind marble backs, except in the 
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case of the lavatory, where the S trap goes to the 
wall. 

Referring to Figure 2, it will be seen that the 
main soil pipe is four inches in diameter, and the 
main waste leading to it is also four inches in 
diameter. The waste pipes from the closets are 
four inches in diameter, while the vent pipes leading 
from the closets are two inches in diameter, leading 
into a two inch which increases to a two and a 
half inch pipe leading into the main soil pipe. The 
wastes from the urinals are two inches in diameter, 
while the vents leading therefrom are one and one- 
half inches. 














= 


Brick. 






























































a ak to ee ot a £8 SAO 528. Moe “he, 





DOMESTIC ENGINEERING 


selling of a low-pressure gravity steam heating plant in 
place of a warm-air furnace plant. This, we are able to 
say, will present a splendid series of arguments. The 
answers have been well thought out and have been wel! 
presented, and will repay careful study. Save your 
papers! . 


Herbert M. Bachman, Allentown, Pa.: ‘‘ Before satis- 
fying yourself that the $30 closet is too expensive for 
your residence bathroom, let me give you a few reasons 
why I am trying to induce you to permit me to install one 
of these closets. The placing of one of these closets on 
my show room floor is not an accident. It is the result of 
thought on my part. Not alone for the profit there is in 
it through a single sale, but to establish the fact that it 
is the cheapest in the end. To the buyer, for installing 

in his own residence, I wish to appeal, as | 
know this closet is O. K. I decided to place 
a closet of this kind on the floor, knowing 
that if I could establish the patron’s faith in 
my material and work the chances for more 
work would he favorable. A personal word, 
again, from some pleased customer to some 
other contemplating buyer would largely aid 
in my securing the order. With this idea in 
view I examined various 
closets, chose this one, 
closed contracts for 
stated numbers to be de- 
livered at designated 
times throughout the. 
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FIG. 3. Roughing in for lavatory bowls. 


Referring to Figure 3, it will be seen that the 
waste leading from the lavatories is one and one- 
half inches in diameter, while the vent leading there- 
from is one and one-half inches, increasing to two 
inches after it takes in the vent from the slop sink. 
The waste from the lavatories is two inches until 
it reaches the slop sink and is then increased to 
three inches from there into the main soil pipe. 





A Lesson in Salesmanship 
(Concluded) 


The following are the remainder of the arguments we 
have received in reply to our offer of $5 for the best 
answer to this question: ‘‘If a man came into your store 
and wanted to buy a water-closet for his residence, and 
you should show him one that would cost him $30 and he 
should say that he could afford to pay but $15. 
What would you say?’’ If you have followed the replies 
we have published in the issues of April 21 and 28, you 
will discover that these replies have been growing better. 
This installment contains the replies to which we have 
awarded the prizes. We feel that every plumber who 
is interested in bettering his business, and in increasing 
the selling ability of himself, and of his force, will find 
many suggestive thoughts in these replies. 

Our next ‘‘Lesson in Salesmanship’’ will be the pres- 
entation of arguments which have for their object the 


a 


‘worth more. 


year. I was thereby en- 
abled to buy closely, 
adding a very reason- 
able profit, so as not to 
make the price prohibitive. I now offer you this closet, 
depending not upon the profit of this one sale, but upon 
your future work and your kind word of recommendation 
to some personal friend and intending buyer.’’ 


W. B. Gray, Louisville, Ky.: ‘‘It is lamentably true 
that such outfits as you refer to are still in the market, 
but are now seldom put in, and very rarely for those who 
know and appreciate the real, best interests of their 
health and pocketbook. Many of those cheap types are 
now justly prohibited by law and others with better 
principle, but poor workmanship and material, that just 
escape the letter ‘of proscription, are inimical alike to you 
and me in their general effect. Instead of thinking of 
shaving the investment to half what it should be, I 
believe if you had experienced what I have with cheap 
closets you.would pay more than $30 if shown something 
The price of this closet is $30 because the 
legitimate cost of marketing it is $15 more than the kind 
you speak of and its value to the purchaser is several 
times the difference in price. This is a full, heavy, well- 
made article conforming to the best principles. It will 
never absorb filth; its action is thorough and positive; its 
fittings and material are good throughout and the object 
of the maker is to offer it as a closet that will continue to 
give good service. It is as noiseless as one could expect 
to find consistent with good scouring action. In short, 
you will get in it something. worth buying—that will 
not cost you its original cost in repairs in a few months, 
to say nothing of the lack of service and general aggra- 
vation attending the use of poor, unreliable goods.’’ 
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Adolph Hopp, 177 East One Hundred and Fifth Street, 
New York: ‘‘It is impossible to buy a water closet outfit 
for $15 that will give you satisfaction, because: (1) The 
old rule that ‘the cheapest is at the end the dearest’ holds 
good in this case. A water closet outfit of reliable make 
is not to be bought for $15. (2) More than for any other 
thing bought to outfit your own residence you should not 
try to save in buying plumbing fixtures. A water closet 
of reliable make and constructed in accordance with 
sanitary rules costs necessarily more than a cheap outfit; 
the cleanliness of the better kind, its perfect working 
and the easiness of operation are features that are indi- 
rectly a safeguard against certain sicknesses caused or 
promoted by ‘cheap’ plumbing. A price difference of $15 
should be no argument to you to risk your health and the 
health of the other members of your family. Would you, 
for example, risk to send your child into a room that is 
saturated with foul germ-laden air if one would pay you 
ten times as much as you may save in buying the ‘cheap’ 
closet outfit? (3) You would better leave the present 
closet outfit in your house instead of putting in its place 
a new ‘cheap’ outfit that only for a short time may look 
better than the present water closet. ‘Cheap’ plumbing 
is worse than no plumbing at all. (4) If you will not 
spend any more than $15 I should be sorry not to be able 
to take your work, as I do not handle such cheap plumb- 
ing materials, as 1 do not wish to spoil my reputation.’’ 

Miss Theresa Helfrich, Evansville, Ind.: ‘‘If a man 
called at my store who wished to purchase a water closet 
outfit for his own residence and after I had shown him 
one at $30 he would state that it was too expensive and 








A fine sample of water closet displays. Made by The Dececo Co , Boston. 


he wished to pay not over $15, I would ask him if he 
had further objections except expense; should he say 
‘No,’ I should dwell briefly but thoroughly on the com- 
parative mechanical difference between the two outfits, 
and call his attention also to the difference in material, 
that a fixture such as could be sold legitimately at $15 
is by far too inferior to install in a residence, principally 
because the amount is too small to insure a combination 
that would be thoroughly sanitary and durable; that one 
at $30 would outlast: two or three at $15 each; that the 
better fixture would be looked upon 4s a piece of furni- 
ture, not an eye-sore, as a cheap one would in a short 














time; and as a last hope, if this would not phase him, I 
would approach him from a woman’s standpoint, would 
tell him that I was surprised at his displaying such a 
lack of consideration for his family in placing their health 
and even their lives in jeopardy by installing a cheap 
combination, as it would certainly be unsanitary and 
likely to cause sickness and disease, as sewer-gas is a 
breeder for typhoid fever; furthermore the cheap outfit 
would frequently annoy him, because he would be obliged 











An excellent display of plumbing goods made on the floor of The Dececo 
Company, of Boston 


to tack up a sign ‘Out of Order’ quite often. This argu- 
ment may appear one-sided, but I would rather sell one 
$30 outfit, than a number of $15 outfits for residences.’’ 


J. M. Robb, Peoria, Ill.: ‘‘Mr. Smith, it seems to me 
that you are considering this matter of purchasing a 
water closet from the wrong point of view. When you 
need a doctor you do not determine what price you will 
pay, and then consult the physician whose fee for advising 
you meets the sum you have decided to spend. On the 
contrary, you go to a man whom you know to be skilled 
in his profession, submit your case to his judgment, and 
implicitly follow his advice. Now if the plumbing busi- 
ness did not require skill and ability similar to a physi- 
cian’s, what would be the sense of men in our profession 
serving long years of apprenticeship, and then submit- 
ting to-tedious and searching examinations for Jicenses to 
engage in the plumbing business? You seem to consider 
the purchase of a water closet an expense. If $15 is 
your limit, you are right. It is an expense, and you will 
speedily discover that your $15 is only a starter for the 
repair bills you will be called upon to foot. If it were 
my ambition to run only a repair shop, and «1 could be 
sure of holding your work, I could serve my own selfish 
interests best by selling you a $15 closet. It has always 
been my pride, however, to sell only such plumbing goods 
as I could back up with my good name and whose record 
for work well done would secure to me any further busi- 
ness the purchasers might have. If you will accept my 
judgment in this matter you will find that buying a water 
closét is an investment, not an expense. You will learn 
also that the difference between the price I am asking you 
for a water closet that I can recommend and what you 
wish to pay will be the best investment you ever made. 
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The cost of an article is measured by its useful life as 
well as its price. Suppose you buy a $15 water closet; 
at the end of three years at the outside you will have to 
replace it, and your $15 closet will have cost you $5 per 
year, plus your repair bills, and they won’t be light for 
such cheap goods, plus the worry and annoyance to you, 
plus (and this is the most serious item) the exposure to 
serious illness of every occupant of the premises where the 
closet is installed. If you buy the closet I recommend to 
you, you can be sure of its lasting you fifteen years. In 
addition you will get an insurance policy _against 
excessive repair bills, the health of the  occu- 
pants of your premises will be _ protected, and 
you will surely experience the satisfaction that al- 
ways comes from spending.-money wisely and pru- 
dently. If you do not require the closet for the full 
period of its useful life you can readily dispose of it, for 
good goods always command a good price until they are 
worn out. Cheap plumbing goods are the most expensive 
things on earth to buy. Beware of them if you have any 
regard for the purchasing power of your money.’’ 2 

Charles A. Appel, 3409 Eslin avenue, N. W., Washington, 
D. C.: ‘‘It is presumed that the plumber 
adopted and will steadfastly adhere to a_ policy 
of doing good work, of handling dependable mate- 
rials, so that he may, in time, build up for himself a repu- 
tation for fair-dealing and reliability which will, in the 
time to come, pay handsome dividends on the extra 
trouble and expense he will ke put to; that he has, fur- 
thermore, arranged at least a small show room, not neces- 
sarily elaborately tiled and frescoed, but certainly clean 
and inviting. He has then selected a first-class siphon- 
jet closet outfit, preferably of the low tank type, which he 
proposes featuring at $30 and has installed it in his show 
room in complete working order, with water on—along- 
side of it he sets up one of the cheapest competition out- 
fits he can find. With these indispensable preliminaries 
arranged he is ready to go over the two closets carefully 
and thoroughly and note every point of difference wherein 
the $30 outfit is superior and, dollar for dollar, a better 
bargain than its flimsy competitor. This done, he is 
ready to talk business—good common-sense convincing 
business. In walks Mr. Cheapman with this startlingly 
original idea of his that he would like to pay only $17 
and the hope that he can obtain for his money a $30 value. 
He knows nothing about plumbing work—he knows noth- 
ing about plumbing values—he simply knows he must 
have a new closet and he would like to find one for $15. 
Here is virgin soil ready for the sowing—here is a splen- 
did chance to do some missionary work in behalf of the 
trade at large—keep it always in mind, we are not only 
trying to get business, but we are endeavoring as well to 
uplift the trade, to remove a false impression respecting 
the plumbing business, to convince the public that this 
trade today is in the hands of honorable, earnest, capable 
business men who are entirely worthy of their fullest 
respect and confidence. Above all things, endeavor to 
be agreeable—you will never get anything out of a pros- 
pective customer by whining or by brow-beating, so agree 
with him that his desire to expend but $15 is perfectly 
natural, then hasten to assure him most earnestly that 
you cannot afford to sell him such a closet—not because 
you find it impossible to buy an outfit for that price, but 
for the reason that it would rapidly wear out and the 
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DOMESTIC ENGINEERING 





expense and annoyance of the constant repairs it would 
require would forever lose to you his friendship and trade. 
Take him over to the two closets you have set up and go 


over every detail of their construction with him. Call 
his attention to the large body of water standing in the 
$30 outfit, to the small amount in the other, explain the 
siphonic action of your closet, how it sucks out the con- 
tents while the cheaper one depends on the wash of the 
water, tell him that your closet employs the ‘Sy-Clo’ 
principle which is so largely advertised in the magazines 
now—pass on to the tanks, compare their size, explain 
the difference in the working parts, call attention to the 
superior construction of the woodwork, and the difference 
in the linings, compare the seats, their construction, thick- 
ness, etc. In short, you bring out all the telling points 
you have thought out previously and you convince him 
that your $30 closet is well worth the money. With some 
people this will be enough and you will get the order, but 
it may be he will still stick—he is not sure he wants the 
good closet for his own use—he is Mr. Cheapman, you’ 
know. Then dwell upon the sanitary excellence of your 
closét, how. its use prevents sickness in the family and 
saves doctors’ bills, picture the comfort to his family, the 
freedom from breakdowns and the consequent expense, 
call his attention to the beauty of design. If he still 
balks it is. because of money matters and it may be you 
ean book the order if you offer to accept deferred pay- 
ments. Offer to take the $15 cash down and balance in 
thirty or sixty days—state you know your closet will give 
him good service, will save him money in the end, and so 
will secure to you his future trade and good will and that 
you are anxious to secure this even at some inconvenience 
in a financial way. This tack, of course,.depends upon 
the direction of the wind—upon the circumstances. You 
have got to ‘size your man up’ before making him such 
an offer—don’t make it if he is well-to-do, as you might 
just as well have your money and the terms you offer 
would hardly prove an inducement to him. If he is 
‘ripe’ by this time use your utmost endeavor to book 
his order before he goes elsewhere. Tell him you have 
the closet in stock and, can install it on the morrow—and 
do just what you promise; don’t forget that. There are 
many good arguments for doing work at once, an ap- 
proaching busy season, the absence of his family, the ap- 
proach of cold weather, other repairs now under way, 
etc., ete., all according to circumstances. And now, 
finally, if you land the order, give your customer just 
what he has selected and install it in a first-class manner 
—give him a square deal—set a high standard and don’t 
let anything tempt you to deviate from it—let everything 
you do reflect credit upon you and win for you a satisfied 
eustomer and a friend who will take pleasure in recom- 
mending you in the future. I tell you it is the only way 
to build up a business and make it pay.’’ 
> 7 * 

We award the prize of $5 for the best answer to Charles 
A. Appel, of Washington, D. C., and while we did not 
offer any other prizes, we have decided, because of the 
excellence of their replies, to give a second prize of $3 
for the answer sent in by J. M. Robb, of Peoria, Ill., and 
a third prize of $2 for the answer submitted by Miss 
Theresa Helfrich, of Evansville, Ind. 
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New San Francisco 


What Burned Out Firms Are Doing to Reéstablish Busi- 
ness. 


Eugene C. Saul, manufacturers’ agent, was burned out 
at 95 Martin street, and is now at 2693 Howard street, 
San Francisco. 

D. F. Valentine, plumber and gas fitter, formerly at 
1156 Mission street, San Francisco, is now doing business 
at 405 Lisbon street. : 

The Dunham, Carrigan & Hayden Company was for- 
tunate in securing satisfactory temporary quarters and 
has arranged to resume business immediately. It saved 
its ledgers and important papers, and was fully insured. 


Woodin & Little have established a temporary office at 
701 Seott street, San Francisco. They hope to get located 
in the near future, in their old place, 209-211 Market 
street. 

Levi Booth & Sons, dealers in mill supplies, formerly 
located at 553 Main street, San Francisco, are now located 
at 2237 Hearst avenue, in Berkeley. They advise us 
that, as they have their Los Angeles house intact, they 
will be ready for business again in a very short time. 

E. C. Atkins & Co., who had a branch establishment at 
21-25 Main street, were entirely wiped out. They have 
established a temporary. office and warehouse at 1055 
Broadway, Oakland, where they expect to conduct their 
business the same as heretofore. N. A. Gladding, vice- 
president, is on the spot. 

The Royal Heating Company advises the trade that 
communications to it should be addressed to 1222 
Buchanan street, where are the temporary headquarters 
of the company. It desires manufacturers of heating 
supplies to mail it copies of their latest catalogues, price 
lists, and discount sheets, and copies of all invoices for 
1906. 

The R. W. Kinney Company, formerly in its new build- 
ing, at 484-488 Howard street, advises us that its build- 
ing, in common with ail the plumbing supply houses in 
San Francisco, was completely destroyed. Its Oakland 
branch, at Ninth and Franklin streets, was considerably 
damaged, but the stock is uninjured, and it will carry on 
the business at that branch for the present. 

Hunt, Mirk & Company, Incorporated, who were in 
busincss at 614 Main street, San Francisco, as engineers, 
and were the Pacific coast representatives for the West- 
inghouse Machine Company, have opened a temporary 
office at 1625 Euclid avenue, Berkeley. They saved all 
their office correspondence and are in position to care for 
all existent contracts and any new business. 

The Dalziel-Moller Company, formerly located at 559 
Mission street, San Francisco, will resume business, for 
the time being, as soon as it can build in Oakland, where 
it may be from one to five years, or possibly permanently. 
It is pushing forward to completion its new building op 
Mission street, in San Francisco, for which it has all the 
steel on the ground, and which is partly up to the third 
floor. It writes us that San Francisco will always be its 
head office, and Oakland may be carried on as a branch 
office. 

Though details as to their loss were still wanting at 
the New York offices of W. W. Montague & 
Company, 81 Fulton street, it was reported that 


the company suffered nearly a complete loss of 
its warehouse and store, at 307 to 317 Market 
street, the only portion of its contents recovered 
being sheet steel and such goods. It was fully covered by 
insurance. Business is being conducted from temporary 
quarters in Oakland, which will be used until the plant 
ean be rebuilt. 

The California Hydraulic Engineering & Supply Com- 
pany, formerly located at 17 Fremont street, in San Fran- 
cisco, writes us, by C. W. Martin, buyer, that its store 
and stock were entirely destroyed. It has located at 1169 
Jefferson street, in Oakland, for the present, and it in- 
tends to conduct business from there until further notice. 
This company represents the Novelty Iron Company, of 
Canton, Ohio; the Kewanee Boiler Company, of Kewanee, 
and others. It was fortunate in having three carloads of 
radiators and boilers on the road, which it will have 
ready for delivery shortly. 


John L. E. Firmin, writing April 24, says: ‘‘ Words 
fail! A city of 400,000 without roof or shelter. Home- 
less—but, thank God, not yet without food. Little chil- 
dren and women—there, I cannot write! Our city a vast 
ruin, but we shall, and will, with kind help, arise again. 
Everybody is kind; help is coming from all quarters. 
Master plumbers’ headquarters have been established at 
Page and Gough streets, which is the site for the per- 
manent building which we had intended putting up. 
Every member, I may say, has lost all, including home. 
I am hard at work. All will be well in time.’’ 


French & Linforth, formerly at 308 Market street, San 
Francisco, now at Rooms 35-36, 1116 Broadway, 
Oakland, write us that they lost all their of- 
fice equipment, business records and some little 
stock of goods, but if the insurance is _ paid 
the loss will be small. The loss temporarily in busi- 
ness will be more than made up by the large amount to be 
done as they get under way again and rebuilding com- 
mences, They report they already have begun to do 
business and have sold several carloads of material. The 
city will be rebuilt, and quickly as possible. Already 
steps have been taken to go to work. 


Joseph KR. Whalen, Pacific cogst manager for the 
Haines, Jones & Cadbury Company, with Mrs, Whalen, 
and ali of the salesmen and employes of the San Francisco 
branch, escaped unhurt and weil, but all of them lost 
everything, except the clothing they wore. The San 
Francisco warehouse was burned to the ground on the 
afternoon of the day of the earthquake. Temporary 
headquarters have been established at Vallejo, which is 
across the bay from San Francisco. Several carloads of 
new stock are on the way, and it is hoped in a few days 
the company will be abie to fill orders for the trade on 
the Pacifie coast for a general line of plumbing supplies. 


The Pacific Hardware & Steel Company resumed busi- 
ness at its new warehouse, at Seventh, Townsend and 
King streets, Saturday, April 21. The damage to its prop- 
erty was very slight and its buildings and stock are 
intact. Its new buildings are extremely well planned 
for the wholesale harétware and mill supply business. All 
open stock together with the packing room is located on 
the ground floor, which enables it to fill orders cheaper, 
quicker, and with less handling than would otherwise be 
the case. The offices are on the top floor. It was its 
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intention, previous to the fire, to continue the downtown 
sales office at Fremont and Mission streets. Whether this 
will be the case now, we are unable to state. 


Effect of Disaster on Trade in Other Coast Cities. 


There has been some speculation in the trade as to 
how the San Francisco disaster would affect the other 
coast cities. ‘‘Domestic Engineering’’ has interviewed 
M. L. Kline, wholesaie dealer in mill, plumbing and steam 
supplies, at 84 and 86 Front street, Portland, Ore., in 
order to learn his views on this question, Mr. Kline 
' states: ‘‘Californians, «1s we all know, are very loyal to 
their stute, and the San Francisco people are particularly 
so, aud I do not feel that there is going to be an exodus 
from either the city or state. Naturally, a great number 
of people will leave San Francisco, but this will 
only be temporary, and when they begin cleaning up, and 
start to rebuild, the majority of these people will return. 
A great deal of business will be diverted to 
other Pacific coast cities, but there is not enough stock 
in this city to take care of the extra amount of business. 
I, personally, am not preparing for a great amount of this 
business, and am only stocking for my regular spring and 
summer trade. I want to see the California jobbers get 
every dollar’s worth of new business that should come 
along. I do not wish to be a party to divert any trade 
this way that rightfully belongs to them. No concerted 
action has been taken by the jobbers of this city for 
the relief of the plumbing trade in San Francisco. Our 
city has given about a quarter of a million to the relief 
fund, which you certainly appreciate is ‘going some’ for a 
city of this size.’’ 


Holbrook, Merrill & Stetson, of Los Angeles, Cal., 
through H. Morris, being interviewed in relation to the 
effect of the San Francisco calamity would have upon 
other jobbing centers on the coast, made this statement: 
‘‘The San Francisco disaster, which, we understand, 
wiped out every plumbing supply house in San Francisco, 
necessarily created a demand upon the jobbing houses 
situated in other coast towns for this class of goods from 
the territory that was tributary to San Francisco. We 
ourselves are receiving a great deal of this business, and 
immediately on receipt of the news of the destruction of 
our store in San Francisco, we telegraphed and ordered 
quantities of goods to supply this extra demand, and 
have been able to handle the trade that has come to us 
In the plumbing supply business, 
some large stocks are carried in this city, and they 
will unquestionably be able to handle all of the outside 
business that will come to them for the present. The 
plumbing supply houses and kindred trades have made 
contributions to the secretary of the plumbing supply 


so far, satisfactorily. 


association to be used by the association in relief work, 
in addition to the contribution given to the general relief 
fund.’’ 

H. R. Boynton, of the J. D. Hooker Company, of Los 
Angeles, Cal., jobbers’ and plumbers’ supplies, in refer- 
ring to the effect which the San Francisco disaster will 
have upon the supply trade of other jobbing points on the 
coast, states: 

‘*The only effect the destruction of property in San 
Francisco will have upon the plumbing supply trade of 
jobbing points on this coast outside of San Francisco, will 
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be that, temporarily, the territory supplied by San Fran- 
cisco will have to be taken care of by other jobbing 
points on the coast. As you are no doubt aware, however, 
the large business in the plumbing supply line is in the 
cities, where there are established houses with good 
stocks. Before there will be any great demand for 
plumbing material to be used in the upbuilding of the 
new San Francisco, all the San Francisco houses will be 
equipped to supply this demand, An erroneous impres- 
sion seems to have gone forth that there is going to be 
an immediate and immense demand for plumbing supplies 
on this coast. You should, in the interest of your sub- 
scribers, disabuse their minds of this wrong impression. 
Unless something is done to check the evident determina- 
tion of houses in the east to send to this coast large sup- 
plies of plumbing supplies, they will suffer considerable 
loss, since a little reflection will indicate that there can 
be no greate demand for plumbing supplies that present 
stocks will not adequately take care of, until the rebuild- 
ing of San Francisco is well under way, and this restora- 
tion must be weil progressed before the demand for 
plumbing supplies will be very great. As before indi- 
cated, by that time, San Francisco houses will be in a 
position to take care of such demands from their own 
stocks. We are taking no steps to meet this supposed 
demand for supplies, because we do not believe it will 
exist. No concerted action among the trade of our city 
has been taken for the relief of the trade in San Fran- 
cisco; that is to say, nothing has been done singly and 
directly for the sufferers in our particular line. No 
doubt, individual houses have done as we have done,— 
offered our stocks and such other assistance as we could 
furnish to our suffering brothers in San Francisco. I 
should add that for supplying the territory immediately 
about San Francisco, the stocks in Sacramento are avail- 
able, as are also three good-sized stocks in Oakland,— 
those of the Crane Company, the R. W. Kinney Company 
and the Dalziel & Moller Company.’’ 


W. W. Chapin, vice-president of the Miller-Chapin-En- 
wright Company, of Sacramento, Cal., jobbers in plumb- 
ers’ supplies, in referring to the condition of affairs in 
San Francisco, says: 

‘*In regard to the late disaster in San Francisco, words 
cannot describe the state of affairs existing there, where 
every building of note and many thousands of homes were 
wiped out by earthquake and fire, and the metropolis of 
the Pacific coast is in ruins. The energy of San Fran- 
ciseo still remains, and they will build up a finer city than 
before, that will do great credit to our state. I believe 
most of the jobbers will rebuild at once, for the demand 
around and in San Francisco will be tremendous on ac- 
count of the great amount of building that will take 
place at once. Sacramento, located in the central part 
of California, which holds second place in shipping ton- 
nage, was not affected by the earthquake. We have sev- 
eral jobbers carrying large stocks, and prices have not 
been advanced, unless it was absolutely necessary. It is 
the concerted action of the trade here to protect our cus- 
tomers in every locality on the coast. I believe large 
tonnage is now en route from the east consigned to this 
point. I eannot express the glad notes of appreciation 
that are heard on every side for the generous way con- 
tributions have come in from every part of this country.’’ 
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J. M. Dutton, of the Holley-Mason Hardware Company, 
of Spokane, Wash., wholesale dealer in pas supplies, 
states: 

‘‘All members of the retail plumbing trade on 
the Pacific coast who have been supplying their 
wants in part or in whole from San _ Francisco, 
will naturally turn to other Pacific coast jobbers 
for their supplies, and Spokane will probably feel 
this change to some extent. The San Francisco job- 
bers will, of course, draw from other Pacific coast jobbers 
for their immediate wants, but we do not think that 
Spokane wil! feel any of this, as we are too far from the 
coast; therefore, we are taking no steps to meet any extra 
demand from San Francisco, but we are taking some steps 
in the way of placing orders and specifying goods for 
immediate shipment, in order to protect ourselves against 
rush orders from San Francisco to the factories, which 
will naturally take the precedence over any other locality. 
No concerted action has been taken here toward 
the relief of the plumbing, heating and mill supply trade 
at San Francisco particularly, but in a general way 
Spokane and all surrounding towns have responded 
promptly and generously both in the way of money and 
a great number of carloads of provisions.’’ 


Charles C. Reynolds, of the Harper & Reynolds Com- 
pany, of Los Angeles, Cal., wholesale dealer in plumbers’ 
supplies, is of the opinion that: 

‘‘Temporarily the territory hitherto supplied by San 
Francisco will be taken care of by other Pacific coast 
jobbing houses. The large business in plumbing supplies 
is almost wholly for the large cities, and before there 
will be a great demand for plumbing material in San 
Franeiseo a great deal of preliminary work will have to 
be done, and by that time undoubtedly the San Francisco 
jobbing houses will be able to take care of the trade, as 
they will have stocks on hand. I expect to see a won- 
derful energy displayed by the San Francisco jobbing 
houses in arranging to take care of their trade.’’ 


The J. D. Hooker Company, Los Angeles, Cal., by H. R. 
Boynton, states that so far as his replies are confined to 
conditions as they are found in southern California, trade 
prospects are more favorable now than at this time last 
year; that there is no prospect of this prosperity waning 
within the year; that competition is as keen both among 
manufacturers and jobbers as at any time in the history 
of the trade. 


Charles Gauld, of the Gauld Company, of Portland, Ore., 
wholesale dealers in plumbers’ and steam supplies, be- 
lieves that ‘‘the immediate effect of the disaster upon 
the plumbing, veating and mill supply trade in the other 
coast cities will be an increased demand for goods to 
supply the needs of the territory formerly taken care of 
by the San Francisco jobbers. My understanding is that 
rush orders are being placed by San Francisco jobbers 
direct with the eastern manufacturers, and that the de- 
mand on the other coast cities is likely to be only tempo- 
rary. I expect that the permanent result will be a gen- 
eral stimulation of business throughout the entire Pacific 
coast territory. We have taken no definite steps to meet 
the temporary demand. No concerted action has been 
taken by the trade in the city of Portland toward the 
relief of the plumbing, heating and mill supply trade act- 
ing individually, but the city of Portland acted very 


promptly and generously in the matter vf raising funds 
and shipping food-stuffs and other necessaries to the vic- 
tims of the terrible disaster.’’ 


Additional Relief. 


Contributions for the relief of the sufferers by the 
earthquake and fire on the Pacific coast are still being 
received from members of the Chicago trade, the more 
notable of these during the week being the following: 

New _ Belting & Pack- Jewell Belting Co.......... 10v 

i Ch i piesa neskawdécens $125 Kroeschell Bros. Co......... 100 
Chicas “Master Steam Fit- Turner Brass Works’ offices 

ters’ Association ......... 109 and employees ........... 189 

The following is a partial list of the contributions from 
the plumbing and steam supply trade in New York and 
vicinity, collected through the Manufacturers’ and Deal- 
ers’ Protective association: 


J. L. Mott Iron Works..... $ 250 Chas. Weissberg .......... 15 
BE. ©. Mowem & Mre..<«.<c.. 100 Kenney Mfg. Co........... 15 
Abendroth Bros. .......... 100 William Kerby ........... 10 
i ff. i Se 100 Eos canescens 10 
F. N. Du Bois & Co....... 100 Ree TE. he Gocctmewka 10 
Graff Furnace CO... ewes 100 Staten Island Supply Co. 10 
T. R. McMann’s Son....... 100 Beret & Ce... we cccciccccs 10 
Kellogg- McCrum- Howell Co. 100 Blue & Queripel Co., Inc... 10 
Spencer & Haviland........ 50 Samuel Lederman ......... 10 
John Trageser Steam Cop- Prank 8. Hanley........«.- 10 

SEP Wee Seek sticsvsecec 50 Me Ear BOO OB OOc 6 ce cc cces 10 
Marcy Saove Repair Co..... 25 0 ee 10 
Be Bie WOMB é es te cceccs 25 J. M. Seidenherg.......... 5 
George Taylor oh bnede Comes 25 Jordan & Fox..... eee 2 


Other contributions reported from the plumbing, steam 
and mill supply trades are as follows: 
Employees of John Simmons 


RE wnat danbidend@es 
S. Sternau & Co., Brooklyn. 100 
100 


7. "aint Pipe Company, 


a. BKK of the Thompson 


Meter Co. (Brooklyn). 261 RN ae es ae oe a 
The Gutta Percha & Rubber Baker & Whilliams......... 

ih CU a Kean dn ca éedeea 250 Storm King Engine Com- 

Bruce & Ciwok............. 250 pany, Cornwall, N. Y. 135 





WHOLESALE PLUMBING 








Samuel Lederman, 562 Amsterdam avenue, New York 
City, has been recognized as a legitimate jobber of plumb- 
ing supplies. 

M. L. Kline, successor to the plumbing, steam and mill 
supply business of Corbett, Failing & Robertson, of Port- 
land, Ore., has been recognized as a legitimate jobber of 
plumbing cuppiies. 


In the case of the Potteries Selling linda of Tren- 
ton, N. J., vs. the Elite Pottery Company, of Trenton, the 
entire matter at issue will be heard on May 7 and the 
decision should be rendered then, or soon after. 


Lloyd G. McCrum, president of the McCrum-Howell 
Company, of New York, was in Pittsburg last week and 
awarded the contracts for the new plant that the com- 
pany is to build at Uniontown, Pa., where enameled iron- 
ware will be manufactured. The new plant will cost 
about $150,000 and the contract was awarded to A. & S. 
Wilson, of Pittsburg. 

The Macungie Brass & Manufacturing Company, of 
Macungie, Pa., is so crowded with orders that it has de- 
cided to run a night shift the balance of the year. It 
has just bought a large parcel of land near the railroad, 
and will immediately begin the erection of a modern 
plant, which will contain all the modern improvements, 
and it hopes thereby to increase its facilities, so as to be 
able to supply goods promptly. 

The Zero Brass & Valve Company, of Buffalo, N. Y., 
which is now located at 296 Seneca street, is making prep- 
arations to move its offices and works to new and larger 
quarters at 417-419 Chicago street, where it will occupy 
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four floors. The foundry is being equipped with oil fur- 
naces of the very latest designs. The machine shop and 
polishing rooms will be supplied with power from the 
Niagara Falls electric plant. With the increased facili- 
ties and the installment of all modern and labor-saving 
machinery, it expects to more than double its output. 


The J. L. Mott Iron Works Company will move its 
Boston branch, on or about June 1, from its Boylston 
street site to the second floor of the building on the cor- 
ner of Pearl and Franklin streets. This building has 
recently been thoroughly remodeled, and will furnish 
commodious and handsomely lighted quarters. The loca- 
tion is in close touch with the Boston jobbers of plumbing 
and heating supplies, and will, for this reason, no doubt 
prove most advantageous. The Gurney Heater Manufac- 
turing Company will occupy the ground floor, as noted in 
another column. 


The Central Supply Company, of Indianapolis, Ind., by 
L. C. Huesmann, president and manager, writes that trade 
prospects in Indianapolis compare very favorably with 
those of a. year ago. It does not see any sign that the 
extraordinary prosperity of the past two or three years is 
likely to diminish; but, of course, much depends upon the 
condition of crops for the latter half of this year in its 
immediate locality. A greater number of building per- 
mits has been taken out than was the case at this period 
last year. Competition for the business there is going, is 
as keen as ever, and in some respects sharper than ever 
before. 


The Brown-Wales Company, of Boston, Mass., by W. Q. 
Wales, treasurer, states that apparently trade prospects 
are as favorable as last year. Building permits for New 
England to a much larger value have been issued so far 
this year than in any year since 1901. Mr. Wales does 
not see at present any sign of a falling off of trade. 
While the cost of building material has been largely in- 
creased and many people seem to have made up their 
minds that no reduction can be expected for some time 
to come, Mr. Wales does not think there is any notice- 
able increase in competition. It remains about as usual; 
though perhaps not quite so severe as when trade is quiet. 
It would seem that there is prevalent a little stronger 
intention on the part of trade to secure better profits. 


Peck Brothers & Co., New Haven, Conn., by Charles H. 
Downs, general manager, state that their prospects for 
business are far greater this year than they were one year 
ago, and they see nv indications of a waning of building 
operations. Their business connections are of such a 
nature that they are not brought into open competition on 
this line of goods. Their products are largely special- 
ties. At the present time their difficulties are mostly with 
orders for future delivery; in fact, the demand is so far 
in excess of the supply that they have decided to retrench, 
and to that end are withdrawing their branch store from 
the Boston market, that they may give the better satis- 
faction to the balance of their trade. 


The Jchn Davis Company, of Chicago, by John D. Hib- 
bard, writes that the volume of trade with it has been 
greater for the last three months than it was during the 
same time of last year, while the indications for future 
business seem to be as good as they were a year ago. 
It does not see any indications that there will be an imme- 
diate fallling off of the volume of trade, although there 


seems to be a feeling, which is quite general, that there 
will be a marked decrease by the end of the year. There 
is no abatement in competition, as the large tonnage of 
sales, and the inability to obtain materials, does not seem 
to have any effect upon the price. The plumbing and 
steam fitting trade in general has not received the margin 
of profit which should have been obtained during the few 
years past, when the movement of the largest tonnage in 
the business should have justified it. The reversal of 
past conditions cannot be contemplated without some mis- 
givings. 


A certain Chicago master plumber, exasperated over the 
delays in receiving goods from a certain local jobber, 
indited the following lines and sent to the house: 


Everybody works at A. B. C.’s, 
Where they sit around all day; 
Always writing letters, 
“Expect to ship next day.’’ 
Plumbers always calling up, 
New stories to them must tell; 
Oh, everybody works at A. B. C.’s, 
Yes, they do; like ——! 


This aroused a small commotion at the supply house, 
where it was copied and sent around to the different de- 
partments, the wording changed to fit the case, and a 
copy even found its way to the office of the chief. Finally 
the department managers concluded that the salesman 
who brought it in was responsible for it, and the house 
wit was instructed to retaliate. He hit back like this: 


The Factory’s View. 


Everybody works but the sales agent, 
He makes two calls a day 

On a nice. congenial jobber, 
And talks—and draws his pay. 


Does the jobber want pipe tomorrow? 
‘“‘We’ll ship by express tonight;’’ 
Your name embossed on the fittings? 

“Oh, yes; that’ll be all right.’’ 


Then the agent writes to the office 
How very hard he worked, 

To land that important order, 
And he hopes it won’t be shirked. 


So the order goes to the factory, 
Where there is no shirk or sham, 
And they read those conditions, 
They only whisper—‘‘Damn.”’ 

The New England Plumbing Supply Company, of Spring- 
field, Mass., reports prospects for trade in its territory to 
be far ahead of last year at this time, regardless of the 
fact that it has been handicapped for the last six months 
by a strike of the journeyman plumbers, who are out for 
increase of wages. It finds that its business up to this 
time is far ahead of preceding years. It can see no 
waning in the prosperity that has attended the business 
for the past two or three years. It regrets, however, 
to be obliged to state that competition, notwithstanding 
the good business and great scarcity of material, remains 
as sharp as ever, the only remedy being the restriction of 
the jobber. There are altogether too many of them for 
the amount of business to be done. In its opinion, 
if the manufacturer would stop making direct shipments 
the local jobber would be able to carry a larger stock 
besides obtaining more money for his stock; now outside 
jobbers ship direct from the manufacturer to the plumber, 
and are able to sell at a much lower price. The retail 
plumbers cannot understand why the local jobber should 
be obliged to charge more for his goods than the out-of- 
town jobber. The firm calls upon manufacturers to stop 
this evil, and if it is stopped, the jobbers will be able to 
earry larger stocks and pay bills more promptly. 
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WHOLESALE HEATING 











The Kelsey Heating Company, Syracuse, has taken an 
adjoining office at 156 Fifth avenue, New York, and 
thereby enlarged the New York quarters. L. V. Sanford 
is manager. 

The Peer Water Heater Company, of Chicago, has been 
incorporated, with a capital of $100,000, to manufacture 
heating apparatus. The incorporators are: James Mc- 
Cartney, W. W. Wilmot and Fernando W. Pripps. 


The Buffalo Radiator Company, of Buffalo, N. Y., has 
been incorporated with a capital of $150,000. The direc- 
tors are: W. G. Case, J. P. Fell and H. M. Poole, of 
Buffalo. 

The Thatcher Furnace Company, of 110-116 Beekman 
street, New York, is making preparations for the erection 
of a large addition to its plant, on St. Francis street, 
Newark, N. J. -The new building will be constructed 
largely of concrete, with glass sides to admit an abund- 
ance of light, and its dimensions will be 50x300 feet. At 
the offices of the company it is stated that increased 
business necessitated this expansion. 


The Gurney Heater Manufacturing Company, of Boston, 
will remove from its present location, corner Arch and 
Franklin streets, to spacious quarters on the ground floor 
of the Atherton building, corner of Franklin and Pearl 
streets. While only three or four blocks from its old 
location, the new quarters are nearer the center of the 
heating trade’s district, and the space afforded is much 
larger and better lighted. ‘‘The Gurney Way’’ seems to 
be demanding more room. 


The Utica Heater Company, of Utica, N. Y., has pur- 
chased a large parcel of land fronting 190 feet on Lafay- 
ette street and running 150 feet on Carton avenue. This 
will be occupied by a two-story warehouse with general 
offices for the company, at the corner of Lafayette street 
and Carton avenue. This will largely increase its facili- 
ties. The building will be of mill construction. The 
present plant is now located directly in the rear of the 
recent acquisition. Advance circulars are now being sent 
out describing a new line of round boilers, tank heaters 
and laundry stoves which will possess the same sectional 
features now embodied in its steam and water boilers. 


At a special meeting of the Eastern Trade Golf Associ- 
ation, held on Tuesday, April 24, in the café of the Fiat- 
iron building, New York, Captain Fred W. Schultz an- 
nounced that the Northfield links, at Atlantic City, would 
be reserved for the spring tournament of the association, 


to be held in that city on June 20. On motion of Frank 
K. Chew, Frank B. Barrett and Frank C. MeLain were 
eleeted to honorary membership. A number of prizes 


were pledged for the coming tournament, among the 
donors being E. H. Roberts, of the Standard Steam Spe- 
cialty Company, of New York. Secretary-Treasurer A. 8. 
Armagnac, of 1123 Broadway, reported the program for 
the tournament as being partly completed, and that bills 
for the year’s dues had been sent the members, in order 
to secure ample funds for the expenses of the coming 
tournament. It was moved by E. C. Molby, and unani- 
mously carried, that the secretary be instructed to issue 
a challenge to the National Association of Master Steam 


and Hot Water Fitters for a bowling match, to be held 
some evening during the convention of the latter associ- 
ation. Mr. Molby was chosen to captain the team, with 
power to select the members for the golf team and make 
all arrangements for the games. An invitation has been 
extended the members of the Master Steam and Hot 
Water Fitters’ Association to join in the tournament and 
compete for a visitor’s cup. 





STEAM ana MILL SUPPLIES 











The International Steam Pump Company proposes to in- 
crease its capital by the issue of $2,500,000 additional pre- 
ferred stock and $5,500,000 additional common stock, the 
proceeds of the new stock to be used for the purchase of 
the Power & Mining Machine Company, formerly owned 
by Benjamin Guggenheim. Stockholders of the company 
will be asked to ratify this proposition at the special 
meeting called for May 8. 


J. H. Drury, of the Union Twist Drill Company, of 
Athol, Mass., who is a well-informed member of the 
trade, writes us: 


‘*Referring to the recent joint convention in St. Louis, 
I think the supply and machinery manufacturers have 
shown at this meeting the necessity and desirability of 
perfecting an organization which will handle the general 
questions which come between it and the trade, to the 
best advantage. Manufacturers have been shown that 
benefits may be derived from an association of this kind 
where questions of principle may be discussed intelli- 
gently. The principle involved, however, in this associ- 
ation business is one which may be developed to a very 
great extent. Theoretically the dealers’ associations give 
their practical assistance to the manufacturers who are 
endeavoring to work in harmony with the principles of 
the dealers’ association. On the other hand the manu- 
facturers are theoretically working hand-in-hand with the 
dealers. . When the time comes that the practical support 
will be given by dealers to manufacturers and in turn 
manufacturers to dealers it will mean a large and rapid 
increase in the membership of each association, and will 
eliminate many of the present evils which now confront 
both manufacturers and dealers. The dealers’ associ- 
ation, by their action at the meeting, have shown that 
they are giving these questions careful consideration and 
their resolutions indicate their favorable opinion of the 
manufacturers who are striving to better conditions. The 
resolutions adopted by the executive committee at Cin- 


einnati and ratified by the manufacturers’ association at 
the recent meeting will also attract the favorable notice 
of all associations of dealers who are interested in ob- 
taining a profit from their business. The time is coming 


when every reputable manufacturer must stand for sup- 
porting the dealer or going direct to the consumer, and 
the action of dealers as individuals or an association can 
bring about this condition. It will be weleomed by the 
manufacturers, those at least who are, or may become, 
members of the American Supply & Machinery Manufac- 
turers’ Association. The desirability of manufacturers 
and dealers increasing the membership of their respective 
organizations is worthy more than a passing thought. 
It’s a matter of dollars and cents.’’ 
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LIGHTING DEPARTMENT ‘' 











The John Simmons Company, of New York, has moved 
its acetylene and fire equipment supplies departments 
from 96 Centre street to its main building, at Centre and 
Franklin streets. 


The Interstate Gas Light Company, of Albany, N. Y., 
has been incorporated with a capital of $75,000 to manu- 
facture gas machines. The directors are: Samuel S. 
Poole, of Albany; Samuel H. Hellen, of Melrose, Mass., 
and Joseph Hellen, of Sumerville, Mass. 


The Brightlight Inverted Gas and Arc Lamp Company, 
of New York, has been incorporated, with a capital of 
$200,000. The incorporators are: Gustav Reiff, of 222 
West One Hundred and Fourteenth street; Martin W. 
Bethke, of 208 East Twenty-first street, both of New 
York City; Frederick T. Ellithoope, of East Orange, N. J. 





q PERSONAL | 





Dwight H. Miller, secretary and treasurer of the Miller- 
Chapin-Enwright Company, of Sacramento, Cal., was in 
Chicago last week, calling on the trade. 


Thomas Briscoe, prominently identified with the plumb- 
ing trade of Wilmington, Del., is receiving congratula- 
tions upon the marriage of his daughter, Miss Gertrude, 
to a prominent business man in that city. 

Lee Phillips, formerly superintendent of the contracting 
department of the engineering firm of Hollis French & 
Allen Hubbard, Boston, Mass., has joined forces with the 
Shaw Kendall Engineering Company, of Toledo, Ohio. 


W. F. Wolfe, of the Fowler & Wolfe Company, Bourse 
building, has been absent from the city for some weeks, 
cruising in West Indian waters. From last reports he 
was in the Bermudas. He is expected back about May 7. 

O. BR. Erwin, president of Erwin & Co., 56-58 Dearborn 
street, Chicago, has been confined to his home by illness 
the past two months. He is now on the road to recovery, 
and it is hoped that he will soon be able to attend to 
business again. 

Theodore B. Emery, treasurer of the Chicago Heater & 
Supply Company, of Chicago, and Miss Alice L. Bowditch, 
were married Saturday, April 28, at the home of the 
bride’s parents, in Aurora, IJ]. After a two months’ trip 
abroad, visiting London and Paris, they will be at home, 
at the Hotel Warner, Chicago. 

Frank J. Knox, of the Frank J. Knox Company, Hart- 
ford, Conn., visited the trade in New York on Monday of 
this week. Mr. Knox reports business in the plumbing, 
steam and mill supply lines as being very good in his 
section, but states that the high prices of building mate 
rials are delaying much building that would otherwise 


-be under way. The outloek for a good season’s business 


is very bright. 

John H. Johnson, of the plumbing firm of John H. 
Johnson & Co., of Saginaw, Mich., took a conspicuous part 
in the State Bowling Tournament, at Detroit, last week, 
winning three money prizes and the championship of 
Michigan, for which he was awarded a silver cup, given 
by the Detroit Free Press. Mr. Johnson made a total of 
1,747 pins in nine games, as follows: 558 in his five-men 






team, 565 in the two-men team, and in the one-man games 
624. 


H. H. Hershey, of the Bailey-Farrell Manufacturing 
Company, Pittsburg, Pa., is seriously ill with typhoid 
fever. 


T. Guy Haywood, formerly manager of the Richmond 
Stove Company, of Norwich, Conn., and well known in 
heating trade circles, called on old friends in New York 
last week. Mr. Haywood is general manager of the 
Seattle Car Manufacturing Company, of Seattle, Wash., 
and is loud in his praises of the golden west. He left 
San Francisco just two days before the great catastrophe, 
and is congratulating himself upon his good fortune. 


Prank C. Eckfeldt, of Philadelphia, and Miss Catharine 
Engel Vollmer were married at the home of the bride, 
at high noon, on Saturday, April 28. A large number of 
men prominent in heating circles attended the wedding. 
Mr. Eckfeldt was for seme years secretary of the Model 
Heating Company, but recently severed his connection 
with that concern to enter the firm of the Bridgman 
Brothers Company, on North Seventh street, as manager 
of its boiler and radiator department. 





| ASSOCIATION NEWS a] 


Denver, Colo.—The following delegates have been 
elected to attend the National Association of Master 
Plumbers, at Atlantic City: John J. Wafer, president; 
John R. Parry, George W. Saaler, P. E. Lamont, John F. 
VanDaniker, George Loser, William Mowbray, Peter E. 
Snow and James Small. 





Cleveland, Ohio.—The Western Gas Association will 
hold its twenty-ninth annual meeting in the Hollenden 
House, on Wednesday, Thursday and Friday, May 
16, 17 and 18. The convention will be _ called 
to order at 10 a. m. by the president, Paul 
Doty, of St. Paul, Minn. Among the _interest- 
ing papers to be presented at the meeting is one on 
‘*Electrolysis of Gas Mains,’’ by M. R. Bump, Denver, 
Colo. 


Boston, Mass.—The Master Plumbers’ Association has 
issued invitations to delegates to the annual state con- 
vention, on May 10, to attend an informal reception at 
Elks’ hall, Hayward place, Boston, on Wednesday eve- 
ning, May 9. The reception will take place from 7 to 8 
o’clock and an entertainment will be given from 8 to 12 
o’elock. Luncheon, refreshments and cigars will be 
served during the entire evening. The committee expects 
and has made ample provision for'a large attendance. 
All members of the local association are invited and ex- 
pected to be present. 





Denver, Colo.—On May 1 the wages of journeyman 
plumbers were raised to $5 per day. ? 


Pittsburg, Pa.—Thomas F. Whelan, a plumber, has filed 
a voluntary petition in bankruptcy. His assets are 
scheduled at $1,088 and his liabilities at $3,001. 


New York, N. Y.—Samuel D. Tomback, a plumber and 
builder, of 22 East One Hundred and Ninth street, has 
been granted a discharge from bankruptcy. His liabili- 
ties were $118,488, 
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Some Leading Michigan Cities 


Lansing, Mich., April 30, 1906.—[Special.|—Known 
throughout this broad land for her great industries— 
varied and numerous—Lansing, the capital city of Michi- 
gan, has reached the highest pinnacle of success and today 
oceupies a position that is unassailable. In the heart of 
a productive state and in possession of every facility that 
nature and human skill can provide, Lansing has em- 
ployed these many advantages to attain her present posi- 
tion and has overcome obstacles, thwarting all barriers— 
and achieved success where her contemporaries have 
failed. 

Lansing is not lacking in the plumbing industry and 
though the competition is keen it is of the wholesome 
kind and each shop at the present writing is fairly satu- 
rated with work. 

The following are the master plumbers engaged in 
business in Lansing, those prefixed with an asterisk be- 
ing paid subscribers of ‘‘ Domestic Engineering’’: 


*W. W. Armstrong & Co., *J. G. Gross, 

*J. E. Fitzgerald, *Shields & Leadley, 
*James Flemming, *John Toolan, 

R. 8. Gaylor, *Link & Krauss. 
*Gordon Plumbing & Heating Company, 


In Lansing I found one of the handsomest displays of 
plumbing fixtures in this section of the country in that 
of Shields & Leadley. Both young in appearance and 





One of the oldest plumbers and plumbing stores in Michigan,—that of 
J G. Gross, at Lansing. 


natives of Lansing, they have gradually risen from a 
small beginning to a position of trust and respect and 
they credit their present success to conscientious and 
faithful work. The volume of business handled by them 
necessitates the employment of about eighteen men. Mr. 
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Leadley is an enthusiastic association worker, and occu- 
pies an honored position in that organization. 

In March of this year Lansing received a new addition 
to her already extensive list of plumbing establishments 
in that of Link & Krauss, which firm has started opera- 
tions in a well-appointed shop at 320 Washington avenue, 
North. Both gentlemen have years of experience to their 
credit and with this useful asset in addition to a thorough 











A fine display of plumbing fixtures in the store of Shields & Leadley, 
Lansing, Mich. 


knowledge and understanding of modern business methods 
should insure for them a successful career in this new 
field. 

Owing to extremely poor health and a rapid impetus in 
his business W. W. Armstrong, who has been identified 
with the plumbing trade in Lansing as an employer for 
the past twenty years, has deemed it advisable to take in 
a partner. F. H. Dougherty will in the future be asso- 
ciated with him under the firm name of W. W. Armstrong 
& Co., occupying, as formerly, the old stand on Michigan 
avenue. We are informed that they have secured a 
luscious plum in that of the plumbing installation in the 
Downey House, Lansing’s leading hotel, and which is 
being extensively overhauled. The contract calls for the 
equipment of fifty modern bath rooms. 

Edward Mack, formerly in the employ of Shields & 
Leadley, we understand will shortly open a plumbing 
shop in Lansing. Mr. Mack has a large following ‘of 
friends there and we predict fof him a bright future. 

Surrounded with a density of smoke, the writer found 
J. E. Fitzgerald in his private office at 120 South Grand 
street, which building is occupied by this gentleman from 
cellar to roof. 
ous ease sat Mr. Fitzgerald pulling away at his favorite 
‘‘La Carelina,’’ and, believe me, it was with some dif- 
ficulty that he was finally brought out of his reverie. 
When questioned as to whether he had been indulging in 
Welsh rarebits of late the writer soon gleaned from 
him that the object of his silent consultation was that 
plumbing contract for Stewart L. Ganung’s handsome 
residence in Lansing, which this gentleman has just se- 
cured, 

Among the citizens of Lansing who are held in high 


In pensive mood and apparently in luxuri- 


esteem and bear enviable and spotless reputations should 
be mentioned the name of James Flemming, who for the 
past eighteen years has conducted a plumbing business 
in that city and may today be found at the old stand on 
Washtenaw avenue. Mr. Flemming’s business stretches 
over a wide area and thus but comparatively little of his 
time is spent in his home city. 
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Under the firm name of the Gordon Plumbing & Heat- 
ing Company that concern is now permanently situated in 
its new building at 328 Washington avenue, North; hav- 
ing but recently vacated its old premises at 222 Washing- 
ton avenue, North. The extensive interests of this com- 
pany are ably cared for by George P. and W. B. Gordon, 
father and son, and but little of note floats through Lan- 
sing that escapes the eagle eyes of these gentlemen. 

That spirit of everlastingly keeping at it is clearly 
demonstrated in the career of J. G. Gross, of 321 Wash- 
ington avenue, North, who with that thought continu- 
ally before him has shaped his habits and business deal- 
ings accordingly and thereby achieved unusual success. 
The building which he now occupies was recently pur- 
chased by him and has been equipped in lavish splendor 
with the most costly of fixtures. 

E. De Forest Winslow. 





The Colorado Association 


Annual Meeting of Master Plumbers of Colorado, New 
Mexico and Wyoming, at Colorado Springs, Colo. 


Colorado Springs, Colo., April 24.—([Special.|—The 
annuai meeting of the State Association of Master Plumb- 
ers of Colorado, New Mexico and Wyoming was called to 
order at Caledonian Hall, in this city, at 2 p. m. today, 
President W. T. Crean, of Denver, in the chair. M. Doug- 





W. T. Crean, of Denver. 


lass, of Manitou, was appointed sergeant-at-arms. Sec- 
retary Peter Menzies called the roll, which showed the 
following members present and entitled to seats: 


Denver—P. H. Balfe, Emil Berger, M. Berniker, Frank Bigier. 
J. F. Bryan, E. L. Coombs, H. B. Compton, Jas. Costello, 

Crean, arshall Creek, F. 8. Cullyford, Thos. F. Dolan, Jas. T. 
Eagan, E. Fairhurst, E. A. Grant, A. J. Gumlick, F. Hawthorne, 
A. Hubbell, T. P. Hughes, I. Imhoff, E. M. Jenson, J. J. Johnson, 
A. B. Kenyon, M. irschstein, J. J. Kloer, M. Kreutz, Jos. 
Kroutwick, P. Lamont, G. B. Larimer, D. P. Lees, Geo. Loser, 





Harry Mason, T. J. McDermott, H. fe McGee, R. Meliver, W. W. 
Montgomery, Thos. G. Neski, Edw. F. O’Connor, John R. Parry, 
R. L. Pearson, J. P. Pellenz, W. J. Pinney, W. M. Reilly, Chas. 
T. Roach, W. A. Rovertson, J. W. Fenske, J. O. Sawkins, J. G. 
ee ay W. Scovill, R. M. Small, John A. Smith, G. W. Smith, 

E. Snow, F. C. Suess, J. F. Van Daniker, J. J. Wafer, John 
Wallace W. O. Warlum, T. J. White, John Winters, Gu M. 

rth. 

Boulder—Chas. 8S. Turner. 

Cheyenne, Wyo.—J. C. Boyle, Jett E. Nash. 

Colorado City—Frank Priess. 

Colorado Springs—Argust Bros., F. E. Bumstead, Doyle & 
Swartz, N. W. Haas, Chas. Hart, Gilmour Rb ag Co., E. R. 
Joyce, St. John & Barnes, St. John Bros., L. M. Trautman. 

Cripple Creek—A. J. Tolan. 

Ft. Collins—Henry G. Diercks, Wills. 

Longmont—Brott & Son, Larson & Moore. 

Manitou—-M. Douglass. 

Pueblo—D. E. Burke, Chas. Geiser. 

Victor—T. F. Callahan. 

Walsenburg—McDonald & Edwards. 


The following ladies were present: 


Mrs. Emil Berger, Mrs. M. Berniker, Mrs. Frank Bigler, Mrs. 
H. B. Compton, Mrs. W. T. Crean, Mrs. F. 8S. Cullyford, Mrs. 
Thos. F. Dolan, Mrs. Jas. T. Eagan, Miss Grant, Mrs. F. Haw- 
thorne, Mrs. A. 8S. Hubbell, Miss Johnson, Mrs. xz &. Kenyon, 
Mrs. M. Kreutz, Mrs. G Larimer, Miss Lees, Mrs. George 
Loser, Mrs. H. W. McGee, Mrs. W. W. Montgomery, Mrs. W. 
Scovill, Mrs. Thomas G. Neski, Mrs. John R. Parry, Mrs. R. L. 
Pearson, Mrs. J. P. Pellenz, Mrs. George Paridice, Mrs. W. M. 
Reilly, Mrs. J. O. Sawkins, Mrs. J. G. Schuster, Mrs. P. E. 
Snow, Mrs. F. C. Suess, Mrs.J. F. Van Daniker, Mrs. Robert 
Wallace, Miss Evans, Mrs. T. J. White, Mrs. Frank Havens. 

‘The reports of the secretary, Peter Menzies, and of the 
treasurer, R. Melver, were then read. The secretary’s 
report showed a net increase of nineteen members during 
the past year, the present membership being 203. An 
auditing committee was appointed, consisting of Elmer St. 
John, Colorado Springs; A. J. Tolan, Cripple Creek, and 
Jett E. Nash, Cheyenne, Wyo., to which these reports were 
referred. 

President Crean then made an address to the associ- 
ation, touching the work which has been accomplished 
during the year. He stated that the differences which 
had arisen at different points in the territory of the asso- 
ciation .had been amicabiy settled. Conditions at the 
present time are most harmonious. The relation exist- 
ing between the association and supply houses is good. 
His address was well received, and generously applauded. 

A communication from C. J. Boyd, president of the 
National Association of Master Plumbers, was read, 
thanking President Crean and the other state officers for 
the -brilliant work accomplished during the past year. 
The association is inclined to believe that it is the banner 
organization of the country. 

W. T. Crean was reélected president, the only com- 
petitor placed in opposition being T. F.:Dolan. For vice- 
president, there were three nominees, J. F, VanDaniker 
and J. R. Parry, of Denver, and N. W. Haas, of Colorado 
Springs. Messrs. Parry and Haas declined, and Mr. 
VanDaniker was elected by acclamation. R.°Melver was 
elected treasurer for the ’steenth time, nd candidate 
being found with sufficient temerity to,make the race 
against him. President Crean appointed Peter Menzies, 
of Denver, as secretary. Mr. Menzies has held this 
office with credit to himself and to the entire satisfaction 
of the association during the past six years. The associ- 
atior showed its appreciation by raising his salary. D. 
E. Burke, of Pueblo; Elmer St. John, of Colorado Springs; 
A. J. Tolan, of Cripple Creek, and Charles S. Turner, of 
Boulder, were elected members of the executive commit- 
tee to serve with the president, vice-president and treas- 
urer. 

L. M. Trautman, of Colorado Springs; James T. Eagan 
and J. O. Sawkins, of Denver, were elected delegates to 
the national convention at Atlantic City. 
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Modern Standards. 


The American Radiator Company operates nine plants 
(also two in course of preparation) and the range of its 


manufactures covers the whole field of cast iron radiation 


and boilers. 


Each grade of these productions 
sets the highest modern standard for 
that grade; for each demand the 


= market affords no better. 


ately 3S BOILERS 





AMERI CAN {DEAL 


Open View ideal Coke Boiler 


AMERICAN RADIATOR COMPANY 


General Offices: 282-284 Michigan Avenue, Chicago. 





Kansas City, 313 East 10th Street 
Minneapolis, 229 Fifth Street, So. 
Denver, 831 Fifteenth Street. 


Chicago, 282-284 Michigan Avenue. 
Milwaukee, 126 Sycamore Street. 
Indianapolis, 511 Lemcke Building. 
Detroit, 225 Jefferson Avenue. 

St, Louis, 207-209 N. Tenth St. 
Atlanta, 11 North Forsyth Street. 
Omaha, 413-417 S. Tenth Street. 


New York, 104-108 West 42nd Street. 
Boston, 129-131 Federal Street. 
Philadelphia, 1342 Arch Street. 
Baltimore, 109 E. Lombard Street. 
Buffalo, Court and Franklin Streets. 
Pittsburg, 601-603 Hartje Building. 
Cincinnati, 213 W. Fourth Street. 


San Francisco, 338 Crossly Bldg. 
London, E. C., 89-90 Shoe Lane. 
Paris, 24 Rue de Magador 
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Seattie, 1215-1216 Alaska Building. 
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ESTABLISHED 1656. 





F 6125.—THE “CAMDEN” 


Combination Sectional Lavatory and Sink in Center 


‘‘Wolff’s’’ Enameled Iron Combination Sectional Lavatory and Sink consisting of two 
Enameled Lavatories with Bowl and Apron CAST IN ONE PIECE and one Sink in Center 
with Apron CAST IN ONE PIECE. 

12 inch HIGH SEPARATE SECTIONAL BACK. 
Left Hand End Piece. 


Can also be furnished with Right or 


DIMENSIONS 


Size of Lavatories, 16 x 20 and 18 x 24 inches. 
Bowls, 11 x 14 and 12 x 15 inches. 


Sinks, 16 x 20 and 18 x 24 inches. 
Height of Back, 12 inches. 


Our Guarantee Label is put on all our Lavatories 


The above is one of our NEW DESIGN Enameled Iron Lavatories shown and described in our Leather 
Bound (168 page) Enameled Lavatory Catalogue just issued, if you have not received a copy write us and 
we will be pleased to mail you same. 


L ‘WOLFF MANUFACTURING COMPANY 


MANUFACTURERS OF PLUMBING GOODS EXCLUSIVELY 
GENERAL OFFICE 93 W. LAKE ST." SHOW ROOMS. 91 DEARBORN ST. CHICAGO 


a 
DENVER 


a os 


TRENTON CHICAGO 
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A rising vote of thanks was given the Colorado Springs 
local association for the magnificent entertainment ex- 
tended to delegates and their ladies. Although Colorado 
Springs endeavored to secure the next annual convention, 
it was decided to hold it in Denver. Much executive 
business was transacted, and just prior to the adjourn- 
ment the association, sympathizing with its San Fran- 
cisco brethren, appropriated $300 to be forwarded to W. 
F. Wilson, of San Francisco, who is a member of the 
board of directors of the national association, to be dis- 
tributed for the benefit of the California sufferers under 
his instructions. After a record-breaking meeeting, an 
enormous amount of business having been transacted in 
a short time, the association adjourned at 5 o’clock. 

While the convention was in session the ladies were en- 
tertained by the local committee, C. H. Barnes, chairman, 
assisted by John M. Fryer, manager of the Denver branch 
of the American Radiator Company; E. J. Campen, also of 
the American Radiator Company, and M. E. Hammer, of 
the United Brass Manufacturing Company. Mr. Fryer 
tendered the ladies a ride to Manitou, which was very 
much enjoyed. 

L. M. Bogue, president of the Bogue Lead Company, of 
Denver, and George Paridice and Frank Havens, of the 
L. Wolff Manufacturing Company, of Denver, were 
present. 

On Wednesday morning the delegates and ladies were 
photographed in front of the City Hall, after which, in 
thirty carriages, a drive was taken into the mountains 
through North Cheyenne Caiion and returned over the 
beautiful new ‘‘Highline’’ drive, through Colorado City 
to the Antlers Hotel, where the committee in charge 
served a course luncheon, after which the delegates and 
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ladies began their homeward trips, all highly pleased with 
the entertainment extended them. 

At the luncheon, N. W. Haas was toastmaster, and the 
following gentlemen responded to the toasts mentioned: 
‘*The National Association,’’ J. J. Johnson, of Denver; 
‘*Colorado Springs,’’ E. R. Joyce, Colorado Springs; 





J. O. Sawkins, of Denver. 


‘*The Ladies,’’ C. H. Barnes, Colorado Springs; ‘‘ New 
Mexico,’’ A. L. Hobbs, Raton; ‘‘Colorado,’’ J. F. Van 
Daniker, Denver. L. M. Trautman, of Colorado Springs, 
and W. T. Crean, of Denver, made addresses, and Peter 
Menzies enlivened the proceedings with vocal solos. 
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Home Office and Works: 


Branches: 


New York; 129 Worth St. 
Chicago; 42 Dearborn St. 
Kansas City, Mo.; 114 W. 1lth St. 
Omaha, Neb.; 419 s. 1Stir St. 











[nited States Heater Company 















BOILERS 
ADIATORO 2 


LINE — 


complete in every detail—that’s the Capitol line. 
You know this to be true if you have ever 
handled our product. You can know it by drop- 
ping us a line and investigating. If you want the 
right line—the line that will give you Satisfied 
Customers, you will write today for Proposition B. 





Fort St. & Campbell Ave. 
DETROIT, MICHIGAN. 
Seles Agencies: 
J. H. CUNNINGHAM & CO., Boston, Mass. 
KELLOGG & STOKES STOVE CO.. Denver, Coio. 
PLUMBING & S. F. SUPPLIES CO.., Minneapolis, Minn. 
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Texas Master Plumbers at Houston 


The Associated Master Plumbers of Texas held their 
fifth annual convention in the Saengerbund hall, Houston, 
Tex., on Wednesday, April 26. About thirty-five dele- 
gates were present at the opening session at 10 o’clock, 
at which City Commissioner J. B. Marmion was present 
and acting for Mayor Rice delivered an address of wel- 
come on behalf of the city. The address was responded 
to by J. Bowman, of San Antonio. The convention there- 
after went into executive session and the first matter 
taken up was the election of Officers for the ensuing 
year, which resulted as follows: 

President—Joseph Netzer, Laredo. 

Vice-President—J. W. Thiel, Houston. 

Secretary—J. Madigan, Dallas. 

Treasurer—A. H. Shaffer, San Antonio. 

The executive committee was appointed as follows: 
J. H. Madden, Sherman; O. F. Johnson, Sherman; N. 8S. 
Hill, Waco. 

Delegates to the national convention, in Atlantic City: 
S. C. Carroll, Dallas; A. H. Shaffer, San Antonio; Charles 
Goodsitz, San Antonio; J. H. Madigan, Dallas, and Milton 
C. Barber, Houston. 

After the election several papers on sanitation were 
read and questions of interest to the trade discussed, 
whereupon the matter of selecting the next meeting place 
was brought up and San Antonio was selected. 

Members of the local association who had charge of 
the entertainment of the visitors performed their social 
duties with great credit to themselves. The most enjoy- 
able features of the program provided for the entertain- 
ment of the delegates were an automobile ride around the 
city and to Harrisburg, a trip down the Houston ship 
channel, a theater parly. at the Majestic and a banquet 
at Augerhoefer’s. This varied program was thoroughly 
enjoyed by all the participants and contributed to make 
the convention both pleasant and memorable. 


The Master Plumbers’ Association of Iowa held its 
seventeenth annual convention in Des Moines on April 
23, 24 and 25. Nearly all the proceedings were held in 
executive sessions. Some minor amendments to the by- 
laws were passed. The time of the year for the holding 
of the annual state convention was changed from April to 
February for the reason that more delegates would then 
find time to attend. Officers elected for the ensuing year 
are as follows: President, R. A. Ellis, of Waterloo; vice- 
president, J. L. Garvey, of Mason City; secretary, George 
Walker, of Des Moines; treasurer, E, T. Cleaver, of 
Dubuque. Delegates were elected to the national con- 
vention, in Atlantic City, as follows: R. A. Ellis, George 
L. Walker, and William Kubec. Alternate delegate, 
William Ewinger, of Burlington. 
as the convention city for next year. 











TOO LATE TO CLASSIFY 


PLUMBING AND HEATING ENGINEER WANTS POSITION 
as superintendent and estimator. re ge -three years at 
business. No. 506, Domestic ENGINEERING, Chicago. 5-12 


JOIN THE TAIT INFORMATION BUREAU. FOR 50 CENTS 

a month in advance you get expert opinion o oo and 
heating. First-class plumbers and fitters furn on short 
notice. Address Mansfield, O. 5-5 


WANTED—A YOUNG MAN WITH THOROUGH KNOWLEDGE 

of steam and water heating, as assistant to manager of 
Heating Department in northwestern wholesale house; must 
be able to figure plans, or make them if necessary. Address 
by letter, stating age, qualifications, references, experience and 
salary expected. No. 507, DoMESTIC ENGINEERING, Chicago. 











Davenport was chosen’ 
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New York Master Steam and Hot Water 


Fitters Meet in Syracuse 

Syracuse, N. Y., May 3, 1906.—[Special.]|—The New 
York State Association of Master Steam and Hot Water 
Fitters held its annual convention at the Vanderbilt hotel 
to-day, about twenty delegates being present. A business 
session was held in the afternoon and in the evening. The 
Syracuse local entertained the members of the association 
by a banquet, at which there were several short addresses. 

The following officers were elected for the ensuing year: 
President, Frank Dobson, New York; vice-president, C. 
Vroomon, Schenectady; secretary and treasurer, Charles A. 
Crique, Buffalo; sergeant-at-arms, William Milligan, 
Rochester; recording secretary, H. B. Gombers, New York. 
The following board of directors was chosen: Frank H. 
Falls, of Rochester; Charles Geiger, of Buffalo; William 
H. Gaylord, of Binghamton; John ae, of Elmira, and 
Edward Joy, of this city. 

Recording Secretary H. B. Gombers, who is also secre- 
tary of the national organization, said that the most of the 
business consisted in getting ready for the national con- 
vention to be held in June at Atlantic City. 

The delegates were taken for an automobile ride about 
the city this afternoon by the Pierce, Butler & Pierce Manu- 
facturing Company of this ¢ity. 





Wilkes-Barre, Pa.—John Morrisey has opened a plumb- 
ing shop on West Main street. 

St. Petersburg, Fla.—John Mangold will engage in the 
plumbing business at an early date. 

Springfield, Mo.—The Peterson-Brechtel Plumbing Com- 
pany is the name of a new concern which opened an up-to- 
date establishment at 423 South street on Tuesday, May 1. 

New York, N. Y¥.—The Butler Plumbing & Heating 
Company has been incorporated with a capital of $5,000. 
The ineorporators are: Frederick T. Butler, Peter D. 
Butler and Michael H. Leder. 

Brockton, Mass.—The Kinney Heating & Supply Com- 
pany has been incorporated with a capital of $5,000. 
The incorporators are: Charles B. Howard, Thomas J. 


Kinney and Albert R. Gardner. 
PATENTS 4 


815,968. Separable Pipe-Joint. Arthur C. Lynch, Rica- 
mond Hill, N. Y., assignor to the Sterling Blower & Pipe 
Manufacturing Company, Hartford, Conn., a corporation 
of Connecticut. 

John C. Gunzer, Chestnut Hill, Pa., is plumbing the 
residence of William. Patterson, using Cooper’s goods.— 
Adv. 

816,028. Waste-Trap. William H. Lloyd, Chicago, IIl., 
assignor to the Crane Company, Chicago, Ill., a corpora- 
tion of Iilinois. 

John L. Fitzgerald, of Albany, N. Y., is plumbing the 
State Armory of Flushing, L. I., using some of Cooper’s 
goods.—Adv. 

$15,990. Hose-Coupling. Wilfred B. Ward, Richmond, 
[nd., assignor of one-half to William C. Forgan, Rich- 
mond, Ind. 

M. J. O’Neill, 











St. Paul, Minn., is installing twenty 
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Cooper’s closets and flushing valves in the German-Ameri- 
can National Bank building.—Adv. 


817,695. Radiator-Valve Union Nipple-Wrench. Louis 


THE 
W. Dukerschien and Fred Engle, Oshkosh, Wis. 
W. J. McGuire & Co., Motreal, are using Cooper’s goods 
in a residence in that city.—Adv. 
FLUSHING 
ATENTS PROCURED | yaiye 


inall es | =Prank M. Ashley M. E. 
by 


EXPERT IN PATENT CAUSES 








Inventions relating to Plumbing and Heating a Specialty Unreservedly 
138 Liberty Street, NEW YORK Guaranteed 
MEMBER: New York Electrical Society. Franklin Institute of Pennsylvania, > 


American Society of Mechanical Engineers, American Institute of Electricai 
Engineers. National Association of Stationary Engineers. 





It cannot fail to work uniformly. It contains 
no piston or other close working parts that cause 


‘ f on friction. Excessive friction caused by sand grit 
‘i F and corrosion has caused all the past trouble with 


RA DIATOR RADIATORS flushing valves. Write us for further information. 


WATE i in| 


(Se 





A 





SHIPLEY RADIATOR & FOUNDRY. CO 67 HAMILTON ST., NEWARK. N. J. 


INDIANAPOLIS, INO 




















‘ Steel Enameled 
Metallic S.C. Nickeloid Lined 


Bath Tubs |S. C. Copper Lined 
Closet Tank and Seat Combinations 


NEW DESIGNS IN HIGH GRADE STANDARD GOODS 






210-212 SIXTH STREET 
DETROIT, MICHIGAN 











GOLD MEDAL, ST. LOUIS 





TN Faia) Mame: - OL BO TI ty PONE TE EEF NAOT. EON Gy AS ogame 


AA | 








116 


DOMESTIC ENGINEERING 








Domestic Engineering 


Published Weekly by acts En Pa 
eering (iIncorpora ear, 
5 cents a Copy. Office: rary North 
Jefferson Street, Chicago. Tel. Mon- 
roe 








Advertising—C opy and cuts for ad- 
vertisements sho be received by the 
last day of the week preceding pub- 
lication. We cannot guarantee inser- 
tions or changes in advertisements if 
received later. 





Entered in the Postoffice in Chicago, 
lllinois, as mail matter of the sec- 
ond class, Dec. 12, 1901. 





May 5, 1906. 











Classified 
Hdvertisements 


The rate for advertising under this nas 
ing is 10 cents a line an insertion 
Eroenee advertisement runs six words oe a 
To insure insertion in this column 
anne should be received not later than 
Wednesday afternoon. If received before 
Thursday evening, advertisements will be 
inserted under the heading ‘‘Iate Classified 
Advertisements’’ on ty 114—One man from 
Omaha writes: f ye Sores with 
Domestic Encincering, through 
answering an ad in the icitrade ‘Wants’ col- 











umn thet I am now located in the hustling 
western country, having come here from 
New Jersey.’’ 

Help Wanted. 





WANTED—GOOD ALL-ROUND TIN- 

ner and furnace man. Steady employ- 
ment. State wages and experience. No. 
494, DoMESTIC ENGINEERING, Chicago. tf 


WANTED—A FIRST CLASS PLUMB- 
er; young married man appre t 
none but a good man need ap Dp'y steady 

employment; will make yearly contract. 

Address Bernard Gause, Jachoonvilie, 


WANTED—A DRAFTSMAN WHO IS 

fully conversant with laying out heat- 
ing apparatus for steam and water, as 
well as power plant work. Address with 
references, giving age, experience and 
compensation expected, The John H. Mc- 
Gowan Co., 58 Central ave., a 
nati. -d 




















For Sale. 





FOR SALE—ADDRESSES OF WHOLE- 

sale stove, range and furnace dealers 
in the United States and Canada. No. 
448, DoMESTIC ENGINEERING, Chicago. tf 


FOR SALE—A COMPLETE PLANT 

for the manufacture of plumbers’ brass 
work, with the latest labor saving ma- 
chinery. No. 503, DoMESTIC ENGINEER- 
ING, Chicago. 5-5 


FOR SALE—A WELL BSTABLISHED 

plumbing, heating and sheet metal 
work bus ness ; 
about $6,000 ; will take small cash pay- 
ment and balance to suit purchaser ; 
good reasons for selling; books will show 
a net profit of $1,10 "for 1905. Ad- 
dress Lock Box 366, Sycamore, Ill. tf 


FOR SALE—PLUMBING AND HEAT- 

ing business in good Wisconsin town 
of 6,700; business well established; buy- 
er must be sober, a hard worker, and 
have $1,000 and $15 a month for build- 
ing, or $2,000 and purchase building. 
Present owner has had the business for 
15 years and has made money, which 
the books will show; moving west and 
prospective buyers must communicate at 
once. No. 501, DOMESTIC ENGINEERING, 
Chicago. 











stock will invoice at. 


‘ 





FOR SALE—One No. 20-A Wells Pipe 
Threading Machine. New. er .00 
Robert Hooper, Ruxton, Md. 5-2 





FOR SALE—A FOURTH INTEREST 
in general hardware, both heavy and 
shelf hardware, plumbing, heating and 
sheet metal work, located in the best 
city in the Northwest. This is a splen- 
did opportunity for a _ practical man 
with from $15,000 to $18,000 to step 
into a well established business. No. 
498, DOMESTIC ENGINEERING, Chicago. tf 


FOR SALE—LARGEST AND BEST 
established heating and plumbing 
business in Salt Lake City, Utah; com- 
gr working stock; first class outfit 
tools and equipment, including one 
Bignall & Keeler No. 8 Duplex Pipe 
ang and Eg er gg machine (cut 





from to inches, inclusive), and 
one No. 2 P. D> Q. cutting and threading 
machine (cuts from o 2 inches, in- 
clusive) ; full set of dies, almost new; 


for anyone en 

an opening with excellent “er 

success. ddress inguiries to 

paren, P. O. Box 783, Salt Lake “outy, 
ah. 


good Op} ortunit 








Miscellaneous. 


WROUGHT-IRON PIPE COUPLINGS— 

We pay highest cash price for clean 
pipe couplings. Write us at once. Sup- 
ply Co., 241 N. 4th st., Philadelphia. tf 


WANT NEW YORK TRADE? LET US 

represent you on a selling commission 
basis. Know trade thoroughly; already 
in it largely; references first class. 
Write us. ‘No. 505, DOMESTIC ENGI- 
NEERING, Chicago. tf 


SPECIALTIES WANTED—LARGE 

dealer in steam ard hot water heating 
apparatus, operating in every state in 
the Union, seeks good side line of spe- 
cialties, brass goods, steamfitters’ ac- 
cessories, etc. Send circulars. No. 504, 
DOMESTIC ENGINEERING, Chicago. 5-26 

















Plumbing Schools. 


TEACH YOU THE PLUMBING 
ADE. Pays best wages; insures 
independent. 





WE 
TR 


steady work; makes you 











Write today. Plumbing School, Minne- 

apolis, Minn. 0-’ 
Books. 

LADD’S DISCOUNT BOOK. 200 TA- 


bles, 120,000 computations. Covers the 
whole range of discounts, both simple 
and complex, Results all figured out for 


Ng ready for use ata glance. You need 
in invoicing, in sett rhs ai and in 
making inventories. 0. DOMBSTIC 


ENGINEERING, By 











Buyers’ Ready 
Reference List 











Expansion Bolts. 


STAR EXPANSION BOLT CO., 147 CEDAR 
St., New York City. Manufacturers of 

Expansion Bolts in Iron, Brass and 

Star Screw Anchors (Lead) are indispensable 

to Plumbers. 








Gas Fixtures. 


E. BAGGOT CO., 169 ADAMS ST., CHI- 
cago, Ill, Makers of Gas Fixtures and 
Fittings. 








Gas Mantle Machinery. 


ADVANCE MACHINE CO., 194-202 8. CLIN- 
ton St., cago. Makers of a latest 
machinery for making gas mantles 


Lamps, Gas. 


THE AMERICAN SELF-LIGHTING LAMP 
Co., Peoria, Ill Makers of the American 
Gas and Gasoline Lamps. 














Pipe, Cast Iron. 


CHAS. MILLAR & SON CO., UTICA, N. Y. 

Superior quality Cast Iron Gas and Water 
Pipe, Cast Iron Soil Pipe and Fittings, Cast 
ivem Screwed Fittings. 








Pipe Hangers. 


AMERICAN PIPE CLAMP CO., QUINCY 
Mass. Manufacturers of Plumbers’ Soil 
Pipe Clamps and Drive Hooks 








Plumbers’ and Steamfitters’ Supplies. 


JOHN HARDIN, FULL LINE PLUMBERS’ 

and Steamfitters’ supplies. 1 Erwin Welch 
hot air pump, Get catalogue. 4543 
Cottage Grove Ave., Chicago. 








Pumps. 


AMERICAN STEAM PUMP CO., BATTLE 
Creek, Mich. Makers of Marsh Steam 
Pumps for hot and cold water. 








Radiator Bronzes, Etc. 


EUGENE ARNSTEIN, CHICAGO, ILL. 

Maker of Radiator Bronze Powders, Bronz- 
ing Liquids and Enamels, specially prepared 
= specially good. Wri te for new cata- 
ogue. 


Shower Baths and Specialties. 


V. RETISKY, 318 EAST 75TH STREET, 

New York City. Manufacturer of shower 
baths and plumbers’ specialties. Jobbing of 
all kinds. 5-5 














Traps, Steam. 


THE ALBANY STEAM TRAP CO., AL- 
bany, N. Y. mproved Return ‘Steam 
Traps. Practicability and efficiency. 








Water Closets. 


THE R. C. McCLURE CO., SYRACUSE, 
Mfrs. of the very highest grade of 
Water Closets. Send for booklet. 








TWO NOVELTIES 
ATLAS RADIATOR PEDESTAL 


LEAVES CARPET FREE 





A one piece casting; bead prevents radiator slip- 
ping; drive points into floor; no screws required; 
carpet slips between tongues, saves cutting and 
comes uplike arug. Arefinement in heating art. 
Send for price list. Order sample today for display. 


Home for Cold Feet 


em 


is oath 





Foot-rest and Towel-rack fastens to any steam or 
water radiator; rests and warms tired cold feet: 
dries and warms bath towels; a necessity selling at 
once when shown; order a sample today for display. 


ATLAS RADIATOR PEDESTAL CO. 
NORWICH, CONN. 








EAT YOUR HOUSE 


Tae a Se 





With our VACUUM-VAPOR method of steam heating we | 
guarantee a saving of 25 per cent in fuel. This method will 
raise vapor from cold water in 20 minutes. Has no airyalves 
on radiators, hence no leaking or hissing—no pounding— 
pe oa 7 wae radiator hot from end toen4. 
Unsatisfactory steam or hot water systems can be changed to 
our method at sma!) cost and without tearing up your house. 
Send for booklet. VACUUM-VAPOR CO., Moline, Il. 
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One Man cuts 15 inch Pipe 
wth THE FORBES asi 


Smaller sizes proportionately easier. Send for Catalogue. 








: 13 Garden Street 


No. 78 Hand or Power. Range 2% to 4 THE CURTIS & CURTIS CO.. Bridgeport, Conn. 


inches. New York Office, 60 Centre Street 





























Ghe 
“ADAM” 

and when you learn how well it is made 

Instantaneous and what a powerful flame it produces, 
using so little gasoline, you will unite 

Water with us in saying ‘‘The No. 31 is the 
best plain quart torch you ever saw’’, 

Heater = and that it possesses many advantages 
not found in other makes which make it so 


4f0N BLAM. valuable that users of torches cannot 
ae ico.” afford to use other makes if they cost 
— ph nothing. Jobbers supply at factory price 
N° 3l under our guarantee ‘Your money back 
DETROIT MICH. U.S.A if you are not pleased.”’ 


Sold only to the 
trade. Send for cata- 
logue and discounts. 


Manufactured Adam’s Steel & Wire Works, 


JOLIET, ILLS. $3.00 NET 





n\ 
FF 
= 


Clayton & Lambert Mfg. Co. 
DETROIT, MICH., U.S.A. 




















NEW 
MODEL 
— 


Solves the instan- 
taneous heater 
problem toa cer- 
tainty. 

Shows greater effi- 
ciency—simpler in 
construction and is 
more economical in 
cost of operation. 
Requires no ‘‘Vent 
Pipe’’. Burner has 
no screens. A perfect heater, that’s all. 
Sold to the trade only. Fully guaranteed. 


Rapid Heater Co. 
Grand Rapids, Mich., U.S.A. 
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“Standard” 
Porcelain Enameled Foot Bath 


To many the Foot Bath may appear an insignificant fixture, but the number 
sold indicates that such a conclusion is wrong. While the number sold is satis- 
factory, we are confident that the demand would be much larger if you would 
acquaint your customers with the convenience and otherwise valuable features 
it affords. Resolve to tell your customers and clients more about the “Standard” 
Foot Bath. , 


















FOOT BATH—Plate P 230 


“Standard” Porcelain Enameled Foot Bath, and Nickel-plated Imperial Bell 
Supply and Waste Fittings, with % inch I. P. Size Supply Pipes. 








DIMENSIONS No. 1 No. 2 

Width overrim 4... Presi ; ; ; ‘ . 19% inches 23 inches 

Width ofrolirim . . . . é, , . 2% inches 2% inches 

Length over rim. ; j . ‘ . 22% inches 25 inches 

Height to top of rim «She j ) , . 15% inches 18 inches 

Depth inside at wastehole. ; : ‘ : - 10% inches 13% inches 
Sizes : : ‘ : ; , : No. I No. 2 
Plate P 230 as described ; ‘ : ‘ . | $25.00 $26.50 
Plate P 230 A, bath only, drilled for fittings shown . 13 50 15.00 
Plate P 231, with Base instead of Feet, ere with fittings to match 

bath, Plate P 205. : ; ; , : 33.00 
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Sesaiind Sanitary We. Co. 


PITTSBURGH, U. S. A. 
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Thomas Maddock’s Sons Co.,Trenton,N.J. 
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PLATE No. 11 
18 x 20 with 6 inch back, also made round front. 


WRITE FOR CATALOGUE AND PRICES ON VITREOUS LAVATORIES. 

















Castings to Order 
Brass or Bronze 


Stops that Stop 





We have a large and well 





Ghe 
equipped brass manufact- ‘“¢ Buffalo ” 
uring plant consisting of 
pattern shop, brass foundry awry ge 


simplest reversi- 
ble feature of 
any right and left 
stop and waste 
made. Each 
cock is carefully 
inspected in as- 
sembling, is giv- 
en a 200-lb. hy- 
draulic pressure 
test as near like 
actual service 
use as possible, 
and bears our 
trade mark. 


We also make compression and fuller work, steam and gas 
The Humphryes Mfg. Co. cocks, soldering nipples, unions, etc. Send for Catalogue. 


MANSFIELD. OHIO, U. S. A. 
New York Office: - - 95 William Street FRIES & COMP ANY 


89-93 Main Street, Buffalo, N. Y. 
READ THE ADVERTISEMENTS 


machine shops and nickel 
plating department and so- 
licit the privilege of quoting 
prices on finished or unfin- 
ished brass or bronze work 
in accordance with 
specifications or samples. 
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The Trenton 
Potteries Company 





Lavatory on Round Pedestal 


(NEW DESIGN) 





IDEAL DURABLE 

SOLID SANITARY 
PORCELAIN NEAT 

WARE DESIGN 





PLATE 824% G 


Sizes,— 33 x 24 inches; 37 x 27 inches. 
This is a very plain and sensible fixture. Being made entirely of solid clay, with the dirt 
catching ridges eliminated it is a most.durable and sanitary lavatory. Is made for either 
standing waste or combination fixture as desired.—If you have call for the best sanitary 
articles, write to us, that we may send you from time to time illustrations of the new designs 
we are constantly producing. Have you our pocket catalogue ‘‘G’’? 


The Trenton 
Potteries C ompany 


Trenton, N.J., U. S. A. 
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The ‘‘Campbell’’ 
Intelligent Bracket 






Patented. 


Does What 
You Tell It 


The ‘‘ Campbell” extension sink 
"4 bracket, made 16 x 14 inches (extend- 
ing to 22 inches), Saves time, does 
away with unsightly bolts, avoids 
drilling the sink and the breaking of 
theenamel on the rim. The careful 
plumber has been wondering why this 
has not been done before. Furnished either 
painted or aluminum plated. Sample orders 
solicited. Ask your jobber for the ‘‘Camp- 
bell’’ Bracket. : 


CAMPBELL MFG. & SUPPLY CO. 


Gadsden, Alabama 








Better Than 6 lb. Lead 


We have said many good things about our 
‘“Re-ma-co”’ flexible tank linings, but coming 
from us, perhaps you have not believed them. 
Here is a voluntary ‘testimonial of remarkable 


character: 
**Avalon, Cal. Mar, 15, 1906. 


Reynolds Mfg. Co., Grand Rapids, Mich., 

Gentlemen: —We desire to congratulate you on the suc- 
cess we are having with your RE-MA-CO linings. 

Here we have never found anything that would with- 
stand the water except 6 lb. lead until we commenced 
using vour linings. We are using it in place of 6 lb. sheet 
lead and find it more satisfactory than any lining we have 
used, Yours very truly, C. E. MORRIS.’’ 


Before the earthquake we received word that RE-MA-CO 
lined combinations had been specified for the new $250,010 
hotel, at Long Beach, Cal. Since the catastrophe Holbrook, 
Merrill & Stetson, of Los Angeles, have wired for two car- 
loads of RE-MA-CO lined combinations. 


Send for Free Sample Today 


Reynolds Manufacturing Co. 


Manufacturers of 





TANK LININGS FOR 
~ WATER CLOSETS 


GRAND RAPIDS, MICHIGAN 

















Never-Split Seats 




















*, le a ete. 
be j ae 
a ae. adh, 3 
ty Se er , = - ot 
Cp SA a CEE in wit ¢ he 
En, ees foe Pr ‘ ee : : 
pe 


They never crack and never warp and never 
get loose no matter how long they are used. 


WRITE US 


NEVER-SPLIT SEAT CO. 
EVANSVILLE, INDIANA, 3 














Rough In Closely 


Any low-down water-closet and use this 


LABAK SEAT 





and it will lay back. It is the greatest improvement 
ever made in water closet fseats. Send for prices. 


Pfau‘ Mfg. Co. 


‘CINCINNATI, - = = = OHIO 























READ THE ADVERTISEMENTS 
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VITREOUS CHINA ROLL RIM LAVATORY ON VITREOUS CHINA PEDESTAL 


The dinner-plate kind—Show best design and represent highest sanitary practice—Extra strong—Chaste in 


outline—This is plate K 2 from our new catalogue. Write for this de Juxe book. It will be sent free. 


GREAT WESTERN POTTERY CO. 


KOKOMO, INDIANA TIFFIN, OHIO 
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The Ware that Wears 





Barnes Plate 1432 B. 


Our enameled ware is unsurpassed for quality, 
design and for whiteness of enamel. May we 
send you a trial order to show you what good 
ware really is? 


The Barnes Mfg. Co., Mansfield, Ohio. 








We Can Not 


prove to you in this advertise- 

t that the on 

r Drainer is the best on 

earth. But f you will send 
name and address 


| < We Will Prove It 


and we will prove it with evi- 
dence that you simply can’t 
doubt. If you doreally want 
to get hold of the Drainer 
that is best for plumber and 
bestfor user, send us your 
address today. 


Erwin & Company 
CHICAGO, U. S. A. 


— 

















: Such A Snap 


Selling the Stewart Filters is as 
easy ag selling ice cream on the 
Fourth of July. Its construction 
is so simple, its work is so good, 
and the care it requires is so 
slight, that it requires no ef- 
fort at all to sell it. We've 
got a corking good proposition 
to make to good representatives 


Ss ; 2 —— -; ae ty < —~ >. - 328 a 
SARS ge na ee SS es 


—— 3 - —s 


STEWART FILTER CO., 


216-318 Bourbon St., New Orleans, La. 

















The Very Essence 


of expert knowledge—the boiled-down results of hundreds of careful 
experiments—the combined lessons of scientific study and actual prac- 
tice—are contained in 


NOTES ON 


Heating and Ventilation 


BY : 
John R. Allen 


Junior Professor of Mechanical Engineering 
University of Michigan. 


This book treats especially of the design and installation of Heating 
and Wentilating Systems with reference to efictency and economy in 
operation. The matter on every page is based on actual laboratory 
experiment and the actual! experience of the author in the field of en- 
gineering practice 


The initial edition of this splendid book is small So send 
your orders in now. it is carefully and fully illustrated, printed on 
high grade paper and bound in beautiful cloth. The price is 
only $2.00. 


DOMESTIC ENGINEERING 
Desk C, 58 North Jefferson Street, Chicago, Iil. 


LOCATIONS FOR 
INDUSTRIES 
Erie Railroad System-New York to Chicago 


The Erie Railroad System's Industrial Department has all the 
territory traversed by the railroad districted in relation to re- 
sources, markets and advantages for manufacturing, and can 
advise with manufacturers of spgcific products as to suitable 
locations, furnishing them with cufrent information of a com- 
prehensive nature, dealing with the project in its full relation to 
manufacture and commerce. Address 


LUIS JACKSON 
Iadustrial Commissioner, Erie Railroad Company 


21 Cortlandt Street, New York. 


















READ THE ADVERTISEMENTS 
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Nelson Pneumatic Siphon Hopper Latrines 


Made of Cast Iron, with 
A ne ‘ . 3 rd tae f the bowls, Waste Pipes 

= § st and Flush Pipes heavily 
enameled inside. They 
are automatic—patented. 
The seats are of Oak with 
heavy galvanized Iron 
Hinges that extend across 
the back of the seat and 
securely brace the back 
and side pieces. Thereis 
perfect regulation of the 
number of flushes, regard- 
less of pressure in service 
pipes. Architects and 
Plumbers are requested 
to send tor our Book- 
let on SCHOOL SANI- 
A TATION. 


N. 0. Nelson Manufacturing Co., St. Louis, Mo. | 


| 
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M. I. W. Boiler Stands 


Architects 
Plumbers 
: and 
Builders 
Like 
Them 


Showing Adjustment. 








If 
space in 
your stock 
room is an 
object 
this stand 
should have 
your 


consideration 





Ready for Shipment. 


Modern Iron Works 


write for Quincy, IIl. * pemgt 
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SIMPSON, BEVANS & 60’S 


Perfect 
Printing Plates 
Please 
Printers 








Cy ‘Ge. ’ A ) a 2 
MPSON, BEVANS & C 
! SIMI S i 3 : d i j S (). 
a) ie a : 164-170 South Clinton Street 
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READ THE ADVERTISEMENTS 
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“PARAGON” 


Patent ‘“‘“Crown” Handle Self- 
Closing Work 


Wt) HMLEPP/ BEE! UM 
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We are not introducing this line. It is known to all prominent Architects and 


Plumbers. 
BUT 
as usual, SUBSTITUTES HAVE BEEN PLACED ON THE MARKET. 


BEWARE OF THIS 
These substitutes are constructed similar to the OLD ‘“*‘BOSTON’”’ OR “ZANE” 
LINES, and a handle slightly different in design to our ‘‘Crown” handle is used to de- 


ceive the Trade 
DON’T BE DECEIVED 


AS THE ORIGINATORS OF “PARAGON” PATENT “CROWN” HAN- 
DLE SELF-CLOSING WORK, we wantto say to Architects especially, that the 
design of the -‘Crown’”’ handle is only secondary. That the inner construction of our 
Self-closing Work is entirely different, and made ALONE BY US. THAT’S WHY 


WE CAN GUARANTEE THESE GOODS OUR REGISTERED TRADE 
MARK “PARAGON” IS STAMPED ON OUR ENTIRE LINE, INSIST ON IT, 














The Sanitary Company, Cleveland, O. 
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Have You Ever 


Given Our 


Gas Service 


and 


Steam Cocks 
A Trial 


EVERY ONE GROUND IN PERFECTLY 
AND ABSOLUTELY TIGHT 



















Write for prices Catalogue on request 


Queen City Brass and 
Iron Works 


CINCINNATI, OHIO 



















Intelligent Economy 


forbids the purchase of three 
pumps when you can get ONE 
that will do the work of three, 


THE PERKES 


Combination Air Force 
and Test Pump 













can be used for testing soil 


pipe, proving gas pipe, and is 
the best force pump on the 
market. 


No stuffing boxes ; all valves 
are on the outside, and work 
equally well with air or water. 


Patented March 15th, 1898 
Patented June 18th, 1901 


Send for Complete, 
Descriptive Circular. 


Charles Perkes 


Manufacturer and dealer in 
Plumbing Supplies. 


ESTABLISHED 1856. 
627-629 Arch Street, Philadelphia. 




















































Cocks 


J:B.CAMPBELL BRASS WORKS, 


Erie, Pa. 


Compression Sill 


WITH WHEEL 
OR KEY 


Also Straight Pattern Sill Cocks, 
Compression Bibbs, Stops, etc. 


Write for catalogue 


showing full line of Compression Work and other 
Plumbers’ Goods. 











READ THF ADVERTISEMENTS 
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Ghe Champion 


_ NOXALL Jr. 
Water Filter 


GERM PROOF 


FILTERS 


RETAIL FOR $2.50 
Costs the Dealer $1.50 





Is the only perfect 
and complete one ! 





made with screw or rubber top, 
to fit a hose bibb or plain faucet; 
well made, beautifully finished, easily 
attached, easily cleaned, absolutely 


Simple, easily cleaned 
P d germ proof and makes any water, no 


and operated. Fits matter how dirty, as clear as crystal. 





any faucet. Catalogue 
We will send a sample by prepaid 
express to any dealer in the U. S. 
to be returned at our expense if not 
satisfactory. 


and prices of complete 
line upon application. 





We make bigger filters too, 
We Do Not Sell The Jobber 
American Filter Co. 

508 Noxall Bldg. 
Champion Safety Lock Co. MILWAUKEE, WIS. 


GENEVA, OHIO. 















HALF TONE AND 
ZINC ETCHING 





“WADE” 


Combined Clean Out House Drain 
Flushing Back Water Gate Valve 


The Wade 


This Valve is 
made of extra 
fine quality 
brass and has 
planed faces to 
make it water 

Pia. 1 and. gas tight. 
The doors of the valve are hung with heavy brass 
hinges and are automatic in action, thus preventing 
sewer water, gas and refuse from the public sewer 
backing up into the house drain. This valve 
saves property and preserves health. 
Our large catalogue shows maaoy notable sanitary 
improvements. Write for it. 


Wade Iron Sanitary Mfg. Co. 


52 and 54 Dearborn St., Chicago 














OF MECHANICAL SUBJECTS A SPECIALTY 





TEE THE BEST QUALITY OF WORK BUYABLE FOR THE 
LEAST MONEY SEND FOR ESTIMATES ON HIGH CLASS 


PROCESS ENGRAVING, STEEL DIE STAMPING & EMBOSSING. 


(} AR ENGRAVING & PRINTING CO 
MILWAUKEE WISCONSIN. } 
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B. B. HIGH 
PRESSURE 
BALL COCK 


All sizes % inch to 3 inch in- 
clusive for Top, Bottom or End 
Supply and also for low Down 
Tanks with special float. Re- 
movable seat of, best steam 
metal. Floats stamped with 
our B. B. throughly guaranteed. 


ASK YOUR JOBBER FOR THEM. 


Boston Brass Company, - 
36 & 40 Oliver Street, Boston, Mass. 





J 


SS 











Lawson 
Improved 
Gas Water 
Heater 


Is the most econom- 
ical and up-to-date 
device on the market 
for furnishing hot 
water for household 
purposes. Send for 
booklet, giving full . 
description. ¢ 


LAWSON MFG.CO. 
Homestead, Pa. 
































This jointless sewer rod does 
not make you look like a 
Wi Japanese juggler with his 
bundle of sticks—It has great 
efficiency—It has a spear 
point—No other rod has this. 
Better rod was never made. 





E THe 
pit. 





Note these 25 ft. oft. Soft. 60 ft. 7S ft. t1o00ft. 
Prices: $1.50 2.00 $3.00 $3.50 $4.00 $5.00 net 


David Hymes, 215 Lake St., Chicago 


The John Simmons Co., New York, - - - Eastern Agents 
National Plumbing Supply Co., St. Louis, Southern Agents. 











State Rights or Patent For Sale 


Hach Urinal 
Strainer 


prevents stoppages of 
waste pipes. Made of 
wire. Has many advan- 
tages. Order through 
your dealer or C. O. D. 
Write for terms for state 
rights or patent. 


R. G. Hach 








159 E. 26th Street 
NEW YORK 









The Silver Sliding 


a ———— 





Rod Bath Tub Seat 


Patented August 11, 1903 


No clamping devices or screws of any kind used. No metal 
(o come in contact with the body. Adjustable to all sizes of tubs; 
simply pull on the hangers and the adjustment is immediately 
made. Both sides of the seat can be used. Practically 
indestructible. 

Made for either Roll Rim or Flat Rim Bath Tubs in three 
finishes—polished quartered oak, polished white enamel and cel- 
luloid—all impervious to action of soap and water. 

Send for sample and pricelist. Manufactured and guaranteed only by 


Silver & Co., 304-314 Hewes St., Brooklyn, _ te e 


TRADE WARNED AGAINST INFRINGEMENT 


READ THE ADVERTISEMENTS 
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SHOWER BATH B 1122 i 
ABSOLUTELY THE FINEST SHOWER BATH MADE r 
Nickel Plated Shower with Shampoo Attachment, with Curtain Ring and Rubber Curtain, with Low Bell Supply Bath 4 
Fixture complete. All Valve Handles and Waste Top with China Index Centers (no tub), list............. o cece 
Above Fixtures made to fit 4% in. Roll Rim “‘Monarch’’ Enamel Iron Bath Tub. Tub with Fixtures§fitted complete can te 
furnished, if desired. Price on Application. Diameter of Shower Head, 6% inches. Diameter of Curtain Ring, 24 inches. . 


WRITE FOR DISCOUNTS 


STREET & KENT MANUFACTURING COMPANY, 43-45 Fulton St., Chicago} Ill. 
MENTION DOMESTIC ENGINEERING 
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K.& M. Vihes 


High Grade Workman: 
ship. Packed Stems. 


Genuine Steam Metal 
Thoroughly Tested. 





Sold from Standard Lists. 


ul Kinsey & Mahler Co. 
PEORIA, ILL. 





Send us a 
TRIAL ORDER 


Will take chances on 
the result. 


American Valve & 


Meter Co. 
GINGINNATI. ONIO 











_ 











WATER WORKS 


FOR SMALL TOWNS 


Water supplied to Country Residences, 
Railroad Tanks and for Irrigation 


Rife Automatic Hydraulic Ram 


Pumps Water by Water Power 
Elevates water 30 feet for every foot 
fall used. Over 5,000 plants in suc- 
cessful operation. It costs you noth- 
ing to get our Free Catalogue and 
estimates. 


RIFE RAM CO., " wewvonc 















PUMPING PROBLEMS 


Domestic Engineers 


and others interested should have 
our handsome new Catalogue 


eé G ee 
Highly illustrated and replete with 
valuable information. 
THE DEMING CO., Salem, O. 
Manufacturers of 
HAND and POWER PUMPS for all pur- 
poses. “THE WORLD’S BEST”’ 


Electric oe. qoeye HENION & HUBBELI 
, use in 
anes Houses, Office Build- General Western Agents 
ings, etc. Noiseless in operation. 01-69 N. Jefferson Street, - - CHICAGO 

















Saves Water Bills 


Where towns are metered this O. K. self- 
Closing pall-cock is a great economizer. ll 
waste is checked 
and bills greatly 
reduced. A few 
words to a cus- 





i ture should sell 
this _ball-cock 
easily. 

Eureka Valve Co 
Abbot Bidg. Boston. 





tomer on this fea- 


Sisson Insertable 
Soil Pipe Joints 


Save labor and expense; make better 
connections; not necessary to take out 
3 lengths of pipe to put new length or 
fitting in, nor to break joints above or 
below. Made in sizes from 2 to 8 
inches, standard and extra heavy. Sold 
by your jobber. If can’t get there 


write us. 


R. ESTABROOK’S SONS 


ist and C Streets, South Boston, Mass. 








Clean Sweep Traps, 


that’s all, 






endorsed by the Government, 
that is enough, made in brass 
and lead. 


DETROIT SANITARY SUPPLY CO. 
SOLE MANUFACTURERS 


27 & 29 Jefferson Avenue, Detroit, Michigan. 













READ THE ADVERTISEMENTS 


The Mark Found Only On Good Goods. 


Basin gaskets, boxed or in 
bulk, form one of our many 
specialties for the plumb- 
ing trade, all made of pure 
rubber and for sale by most 
jobbers, to whom you 
should always specify 
‘‘CANFIELD'S”’. 






H. O. Canfield Co. 
Bridgeport, Conn. 
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HOW TO INVEST 
YOUR MONEY 
to the best advantage 





A good investment is one that pays. 
The best investment is the one that 


pays the most. 


Here’s your chance—and no gamble 


about it either 





The NATuRo Closet 


brings big returns in profits and 





increase of business. Send 
for 
The dealer handling the NATuro has iia 
sources of trade unknown to [llustrated . 
; Booklet 
outsiders. 
In this way he never worries about THE 


competition for much business is N ATURO 
thrown his way. | 
COMPANY 


Any Chance About That? 
Want to Know More About It? Salem, 
C. H. Muckenhirn, N J 


President. 
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BARRBEI | S| [( 
TIDEWATER AND SEWER TRAPS 
WATER VALVES. ¢ FANOUTS, GREASE 
BARRETT SPECIAL Ff NGS BRE 

ANY oy > 


JAMES BARRETT MFG. GO. 


nufacts and Wh les kle Dealers in PI 


48-50 Pearl St 


bers Supplies 


BOs TtTO™ 209-11 Franklin St 


Sewer and Tide Trap. 














BOWER TRAPS 


IMPROVED 


are now manufactured exclusively by 
THE MONARCH BRASS CO., 
CLEVELAND, OFIO, 


ata great reduction from former prices. 


Send for catalogue and revised discounts. 





HIGH CLASS GROUND KEY—COMPRESSION AND FULLER WORK 
SOLDER NIPPLES AND UNIONS 











Better Loca- 
tion than Yours 


Would be in 


The South 


and the Seaboard Magazine of Opportunities, 
special Southern edition will prove it. 

Special information is given as to undevel- 
oped deposits of marbles, sandstones, granites 
and other building materials, the price at which 
they can be secured, terms, etc. 


Literature sent free on receipt of 10 cents for postage 


J. i. White 


General Industrial Agent Seaboard Air Line Ry,., 
PORTSMOUTH, VA. 


Desirable locations for industries and busi- 
ness openings of every nature exist on our rails, 
and we gladly answer all inquiries in detail. 


You Should Familiarize Your- 
self with the Land of Manatee 











READ THE ADVERTISEMENTS 





The Growing South 


No other section is forging ahead so fast as the South- 
eastern states, in agriculture, horticulture, factory building 
and general progress. The last year’s record along the 


Southern Railway and 
Mobile & Ohio Railroad 


of investments in factories and improvements was over 
$119,000,000; for four years, $464,000,000, 


Splendid Opportunities exist in Alabama, Georgia, 
Kentucky, Mississippi, North Carolina, South Carolina, 
Tennessee and Virginia; and in Southern Illinois and 
Southern Indiana, for investments of all kinds; in timber, 
mineral and otherlands. Factory Locations—Where 
all conditions are favorable for making and marketing iron 
and steel and their products, all kinds of wood-using ar- 
ticles and nearly every other line of industry. 


Publications and special information furnished. Our 
department is a Bureau of Free Information for all seeking 
locations or investments. 


M. V. RICHARDS 


Land and Industrial Agent Southern Remenay and Mobile & Ohio R.R. 
Washington, D.C. 


CHAS. S. CHASE, Agent 
722 Chemical Building, St. Louis, Mo. 


M. A. HAYS, Agent 
225 Dearborn Street, Chicago 
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BLOOMFIELD, N. J. 


Round ends, Octagon ends, iron pipe threads and fine threads. 


FACTORY AND GENERAL OFFICES. 


Standard Weights 
Tapped True 


We manufacture and carry in stock all of the leading sizes 


FITTINGS FOR PLUMBERS’ TUBING 


SOLE MANUFACTURERS 


CONE JOINT BRASS UNIONS, HEAVY PATTERN MADE CORRECTLY 
Rough, Polished or Nickel-Plated. 


SALES OFFICE 


BRASS FITTINGS 





MALLEABLE BEADED PATTERN BRASS FITTINGS, MALLEABLE PLAIN PATTERN BRASS FITTINGS 
Rough, Tinned, Dipped, Polished, Nickel-Plated, with iron pipe standard threads, also fine threads. 


Polished or Nickel-Plated, 1% inch and 1% inch, 45° and 90° elbows with fine threads, also other styles usually used. 


NOTE:—Our New Fitting Catalogue ‘‘F’”’ will soon be ready for distribution. Get your name on fileforacopy. Sent free for the asking. 


JENKINS MANUFACTURING COMPANY 


13-21 PARK ROW, NEW YORK CITY 











WHY WE MAKEIT 


BECAUSE BY SO DOING WE 
FILL A WANT AND AT THE 
SAME TIME MEET A STRONG 
DEMAND. 





THE ALTON 
CLOSET BOWL 

IS WITHOUT EQUAL FOR 

PUBLIC USE. 


SOLID FLUSHING RIM. 
MASSIVE BOWL. 
HEAVY BASE. 





Write for Circulars. 


PATENTED 

















FiG. A. 216. THE ALTON. 









WHY YOU WANT IT 


BECAUSE IT IS 





THE MOST 


NEARLY PERFECT PRODUCT 
OF THE SANITARY POTTERS’ 
ART AND OF THE SANITARY 


ENGINEERS’ SCIENCE. 





THE WATROUS 


AQUAMETER 


WE PROTECT ALL USERS OF OUR GOODS AGAINST INFRINGEMENT SUITS. 


Nos. 227-237 
Washington St. 





FEDERAL COMPANY 


READ THE ADVERTISEMENTS 






IS APERFECT ACTING FLUSH- 
ING VALVE DISPLACING BY 
RIGHT OF SUPERIORITY THB 
HIGH TANK CLOSET. 


CHICAGO, 
ILLINOIS 














DOMESTIC ENGINEERING xliii 























Luxurious Necessity Is 
Plumber’s Opportunity 





Every high-grade car- 





riage house and automo- 
bile garage should have a 


“Perfection” 
Buggy Washer 


and will have if you will 











do your part. 


We Want Plumbers 


to explain to their friends and customers the splendid merits of the 
‘‘PERFECTION’’ BUGGY WASHER and we are willing and glad . 
to pay good money for this service. This washer is the most 
effective and practical device ever yet invented for saving time, 
saving labor, saving hose and saving water. We can show you 
basketfuls of testimonials and long lists of users—men who 
are saving money every day through its use. Write us today 
and get .a proposition that will put money in your pocket. 


RYAN & LONG, = = Appleton, Wiis. 
576 Oneida St. 
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A NEW SUPPLY HOUSE 


CINCINNATI 
THE MURDOCK MFG. & SUPPLY GO. 


IS NOW READY TO FURNISH 
A COMPLETE LINE OF 


PLUMBING, GAS AND STEAM GOODS 


PROMPT AND CAREFUL ATTENTION GIVEN ALL INQUIRIES 


ORDERS WILL HELP US ALOT 


PROPRIETORS OF EASTERN AGENT 
AMERICAN. _ BRASS WORKS THOS. H. HUTCHINSON 


GENERAL BRASS FOUNDERS AND MANU- 101 BEEKMAN ST. 
FACTURERS OF PLUMBERS’ SPECIALTIES NEW YORK 














ANOTHER 
“Southern Beauty’”’ 


Larger Size: Slab, 22 by 27 inches; Back, 12 inches. 


Oval Bowl, 134 by 18 iaches. List, includ- 
ing bi-transit waste only.................. $27 


Smalier Size: Slab, 20 by 24 inches; Back, 12 inches. 
Oval Bowl, 13 by 17 inches. List, including 
DO-GUUEES WAGES . GUM 64 0d 0 i vinccis osbeed ccies $23 


This cut shows our latest pattern—a handsome double 
roll apron Lavatory. The trade will give us credit 
for getting up designs on new and original lines. Our 
resources in this respect are not exhausted—We have 
other things up our sleeve before we have to resort 
to copying some other manufacturer’s designs. 


The Cahill Iron Works 


Chattanooga, Tenn. 


New York Office and Display Rooms: 101 Beekman Street 
Thos. H. Hutchinson, Manager 


Plate C 68% 
Made in two sizes. Patent applied for. 





READ THE ADVERTISEMENTS 
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MUELLER 
SOLDERING NIPPLES AND UNIONS 


MALE NIPPLE 


A © pe 
AY 


j 





C-065 
“FEMALE NIPPLE SOLDERING UNION 





C-067 C-071 


KNOWN TO BE SOUND 


Untested soldering nipples and unions cost just as much and require the 
same labor to put in a job as tested ones, and you don’t know how much trouble 
they will cause you afterward. 

Mueller Soldering Nipples and Unions are given a hydraulic test of suf- 
ficient pressure and duration to develop any flaw or defect that might occur 
in casting. You know beforehand they will give you no concern after you put 
them in. 


Mueller Soldering Nipples and Unions are made in all standard sizes, and in either straight or 
bent pattern. The nipples and union illustrated here are the straight pattern. 


inspected, is given a 75-pound hydraulic z 
use as possible, bears the Mueller trade 
teed. 


Each nipple and union is carefully 
pressure test as near like actual service 
mark and is wunconditionally guaran- 





We also make a full line of ground key work, compression work and fuller work for plumbers’ 
use. Catalogs upon application. 


H. MUELLER MFG. CO. 


Works and General Offices Eastern Division 
DECATUR, ILL., U. S. A. NEW YORK. N.Y., U.S.A. 
West Cerro Gordo St. 254-258 Canal St. (Cor. La Fayette) 





READ THE ADVERTISEMENTS 
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~ EAGLE BRASS WORKS 


DETROIT 

















The 


‘Niagara’’ 
Hydrant 











EASY OF REPAIR 


All working parts including 
spout and waste made of 
brass. Valve so constructed 
that proper amount of water 
wastes at the proper time. 


CS a el ee ee ee. ee or nT 
ae 4 ta wit 00 


oo ep ee 


LOW IN PRICE AND 
PROMPT DELIVERIES 


ee adi} 


Also Niagara Self-Closing 
Hydvrants and Street 
Washers . 


ee ere ae ne ee ee eee ed 
; . : he te 


Macungie Brass & 
Mfg. Co. 


MACUNGIE, PA., U. S. A. 






MANUFACTURERS OF 


GOOD PLUTIBERS BRASS GOODS 














Patent Pending. 











®* CHAIN, EIGHT HOOKS, SPLIT LINKS. CLOSET 
PLUMBERS PULLS, PIPE STRAPS, JACK CHAIN, ETC, 








Write for Catalogue of The Smith & Egge Mfg. Co. 
PLUMBERS’ SPECIALTIES 1. BRIDGEPORT, CONN. 











Acheson Manufacturing Co., ®43k"". 


Pig Lead, Lead Pipe, Sheet Lead, 
Brass Fittings and Specialties. 

















READ THE ADVERTISEMENTS 
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‘‘Orders’’ 


None too small for our 
best attention. None too 
big for our capacity. 


‘‘We Have It’’ 


Anything you need 
in the PLUMBING 


or STEAM line. 


The Sickest Fitting on the Market 


A SOIL PIPE UNION FERRULE made to connect 
14 inch and 1% inch lead pipe with 2 inch soil pipe with- 
out the use of solder. The body is made of brass or iron 
as you prefer, the nut and collar of brass. The method of 


























using this fitting is very simple, as is shown by illustration; 
the turned-over end of the lead pipe forms the packing. 
It is cheaper than a Brass Ferrule and a wiped joint. It 
also saves a Y and cleanout as the union itself serves as a 
cleanout, as it can be disconnected and connected again 
any number of times without injury to the joint. No spe- 
cial tools required. Every plumber carries all tools needed 


in his kit. 





Fig. 33. 
2x 1¥ inch, with iron body, - - - - List - - 45c 
2x 1% inch, with iron body, - - - - ‘* =- = 5§¢ 


Please order by figure number and state whether wanted with iron body 
or all brass. Will be shipped with iron body if not otherwise specified. 


Fig. 35 


Here is a Union made to connect 14% and 1% inch 
lead pipe with 1% and 1% inch iron pipe without the use 
of solder. 

The method of using this Union is the same as Fig. 
33. The bushing is made of brass or iron, as you prefer. 
The nut and collar of brass. 





Fig. 35. 
14% x1 inch, with iron body, - - - List - - 45c¢ 
1% x1% inch, with iron body, - - - ‘* - = 55¢ 





FLECH BROS. CO., Philadelphia, Pa. 


30000000000000000000000000000000000 
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AT LAST 
RICKETTS 





Automatic Compensating Shower Valve 





The Latest Invention 


The Only valve in the world that will Automatically 
Compensate for any change in pressure and temperature 
while the bath is in use. Delivers any temperature 
desired and keeps it constant. The first valve to be 
anti-scalding against pressure changes. Adjustable to any 
pressure so that the right quantity of water will flow. 


Simplicity is Its Secret 
How It Works 


Only two moving parts, the stem of high EXPANSIVE power and © 
the sliding tube with slit parts. Hotand cold water enters at the bottom. 

The valve cischarges the desired temperature at the top. Suppose 
the valve is delivering water at 100 degrees. If now for one of a 
dozen causes, the water in the valves mixes colder, as it starts up 
passing the long stem it causes the sensitive rod to contract, in doing 
so it cuts off a little cold and lets in a little more hot and thus 
compensates for the change. It does just the opposite if the water 
gets in a little hot and brings it back to the proper temperature. IF SCALDING WATER tries to 
pass the rod, the valve shuts itself off immediately due to the enormous expansion under scalding 
water. With this valve, at all times, the slightest bit of warm water is available. This valve is 
built to stand abuse. Although it is sensitive in operation, yet it is built to stand the roughest 


treatment. 





Impossible to get out of order, and can be taken apart by anyone. 


No Bath is modern without it. It works like a 
charm. No Other Valve can touch it. THERE IS 
BIG MONEY in this Valve for those who handle it. 


Automatic Shower Valve Company 
KUHNS BLDG, DAYTON, OHIO 











READ THE ADVERTISEMENTS 
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SODERLUND scsttnc SHOWER VALVE 


OPERATED BY ONE HANDLE 
Fitted with or without Douche Valve for Floor, Ceiling or Wall Connections 


In a shower fitted with this fixture 


ALL DANGER OF SCALDING 
IS ELIMINATED 


Crane Company 
ALL BRANCHES 


SELLING AGENTS 
Sole Manufacturers ComPLETE CaTaLoG Upon REQUEST. 


UNION BRASS WORKS CoO. BOSTON, MASS. 











If You Knew the Many Advantages 


of using a P. D. Q. C. pipe machine, you 
would order one at once. The capacity of 
the one shown is 1 inch to 4inch. We make 
other styles and sizes. Circulars for the asking 


Bignall & Keeler Mfg. Co. 
Edwardsville, Ill. 



















imperishable 





Our laundry trays and sinks are imperishable save from 
violence. They are of most beautiful appearance, solid 
porcelain, highly glazed. The particular plumber can install 
nething more satisfactory to his customer or helpful to his 
own reputation for good work. Our catalogue will come to 
you promptly upon request. 


Charles Graham Chemical Pottery 
Works 


986-1018 Metropolitan Ave., Brooklyn, New York. 

















“The Goods That Please’ 








Ine. 1898 





Over 

200 
Standard 
Staples 

in 

Brass 

and ° 

Iron 
Fittings 
for 

Plum bing 
Water 
Steam 
and 

Gas 


HAYS MFG. CO. 




















































Use the Best Molding Machines = Ssuscm® 














ass., guarantee all their brass goods 


























SMOOTH-ON 


Write for 100 page book, showing how to make lead Joint 
without caulking lead. 


SMOOTH-ON MFG. CO. 
JERSEY CITY, N. J. 
CHICAGO OFFICE: 61 North Jefferson Street. 














LUDLOW 


Gate Valves 
Fire Hydrants 
Sluice Gates 
Cast Iron Pipe 
Water Works 
SUPPLIES 


MANUFACTURED BY 


PITTSBURGH MEG. GO. 


PITTSBURGH PA. 


WRITE FOR OUR CATALOGUE 
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The Broughton Self-Closing Basin Cocks have been in use for 
many years. Some of the largest Hotels and Public Buildings 
in the United States are equipped with these goods. Made in 
Brass, Nickel or Silver Plated, and in Solid Silver-Metal. 





BEVERY ONE WARRANTED 
Mansfacured & STEBBINS MFG. CO. 


SPRINGFIELD, MASS. Works at Brightwood. 














Get Samples 
And Compare 














our line of brass goods 
with the productof other 
factories, 
bearing in 
mind that you 
want design, 
that intangible, indefin- 
able thing called style; 
you want strength, the 
correct amount of metal 
in the correct place; 
then you want. right 
treatment as to deli- 
veries. That’s a strong 





a A 
point with us. - | : 
The Forest City Brass Works | @ || 


CLEVELAND, OHIO i: : 

















*BRONZE POWDER WORKS (0. "=== rum 


Th 
Formerly CARL @CHLENK Headquarters for 
ZING LIQUID 





BLIZABETH, W. J., U. 8. A. 
Send for Samples and Prices 
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